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When aman 


thinks 
he thinks 











yells the man when he comes out 
from under the shower at the golf 
club—“that’s the best part of the game!” 


That is why every man wishes he had a shower at 

home—why more men are getting them every year. 

And because most men and boys see Speakman 

Showers at the clubs, Y. M. C. A.’s and schools, 

when they think “showers,’’ they think “Speakman.” 

Talk showers to your customers. And to make the 
sale easier, talk “Speakman.” 


SPEAKMAN COMPANY 


Wilmington, Delaware 


PEAKMAN SHOWERS 


and FIXTURES 
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That’s a statement you should be mak- 
ing quite often these days for with sum- 
mer well on the way, vacation cottages, 
service stations and camps are excellent 
prospects for the Y¥Q@GEL Number Ten 
Seat Action Closet. 


Every time you can say ‘‘Another VQGEE, 
Sale’ it not only means money in the 
bank but another satisfied customer. 











VQGEL Frost Proof Closet 
No. 1 


Jos. A. Vogel Co. 


Wilmington, Del. 
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HERE IT Is- 


| 8 Years Old 
Today 


and 


The Leader of 
the Followers 


The EverHot was the first automatic water 
heater ever built utilizing the outside sur- 
face of the storage boiler as heating surface. 
Automatic storage systems up to that time 
had consisted of an insulated tank and a 
separate heating unit. The EverHot was the 
first to dispense with the separate, ineffi- 
cient heating unit and utilize the outside 
surface of the storage tank as heating sur- 
face, thus giving to the world a simple, 
compact efficient and durable unit. 
































That the principle is correct is evidenced by 
lL the fact that today 18 other water -heater 
manufacturers now use this principle. 


NUF SED cic 


WATER HEATER 


everHlot Heater Company 


5211 Wesson Avenue Detroit, Michigan 
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We Rate Urinals 








In This Order 


‘de Trenton Potteries Company manu- 
factures all three of the standardized types of urinals. It 
is fair to assume therefore that our opinion as to the sani- 
tary value of the respective types is less likely to be colored 
by prejudice than that of a manufacturer whose plant facil- 
ities enable him to make less than the entire line. 








Our unqualified recommendation is that the Stall type stands 
head and shoulders over the Pedestal and Wall types. Our 
Sanitary Engineers have made exhaustive studies of the 
question. They have examined installations under every 
conceivable condition. For cleanliness of the product itself, 
absence of danger of clogging, limit of floor space, cleanli- 
ness of floor surrounding and ease of maintaining the toilet 


room in perfect condition, these sanitary engineers vote 
the Urinal Stall the best. 


Yet, if your customer insists that he wants the Pedestal 
Urinal, we can supply you. They are made just as good as 
we can make them-—from our famous Te-pe-co double- 
fired Vitreous China. 


A folder showing all three types of urinals and 
their relative merits will be gladly sent on request 


THE TRENTON POTTERIES COMPANY 


Trenton, New Jersey, U.S. A. 


World’s Largest Manufacturer of All-Clay Plumbing Fixtures 


ee 





TEPE-CO 
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BARBER 


Patented 


Jet Gas 
BURNERS 


5%. 






otmaoec a@waeer oe 


| 






o* 
a 
ae 


“~~ 
"cara ese e.e +e ee ee ee © e eek 


No. K-50 Burner No. S-80 Burner 
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No. Y-10 Burner 








Barber Burners are based on 


te 
! As there are no adjustable 
an exclusive and patented 
! 
, 


parts and nothing to break or 
get out of order, Barber 
| Burners are absolutely free 
from service troubles. Wher- 
ever gas is burned for heat; in 
' water heaters, boilers or other 
gas appliances—it can be 
burned more economically and 
with greater efficiency and 
safety by the use of Barber 
Burners. Our Engineers are 
ready to prove this to you at 
any time by actual tests. 


scientific principle. They de- 
velop the highest efficiency of 
any gas burner operating on 
atmospheric pressure. They 
are equally efficient on arti- 
ficial, natural or mixed gas; 
cannot back-fire; act as their 
own pilot. The air and gas 
adjustment is fixed and auto- 
matically regulates itself to 
varying conditions. 





No. B-12 Burner 


A Gas Burning Device is Only as Good as its Burner 


The manufacturers of gas appliances 
listed here have standardized Barber Burn- 
ersin their appliances after making most 
exhaustive tests and comparisons. They , 
have found the efficiency of Barber Burn- 
ers from 15 to 35% greater than any mixer 
type burner. 





Among the Manufacturers who have Adopted Barber Burn- 
ers as Standard in their Hot Water Heaters, Boilers and 
Appliances are the following: 
Akron equipment Company 
American Radia 
Armbruster & Bettemn 
Arthur & Fowler Co, 
F. C. Barton Co. Walter Mork Go. 
Bastian-Morley Co. 
Bean Spray rump Co. New Way Mfg. Co. 

Northwestern Steel & Iron Works 


Lovekin Water Heater Co. 
Marlow a Company 
yn a = gee Co 


team 





Insist upon Barber Burner equipped ap- 
pliances. They are excellent good-will 
builders for they render the user the ut- 
most satisfactory service. 





Hundreds of your customers are ready to 
have you convert their Coal-burning heating 
systems to Gas-fired ones. Go after this con- 
version business now with Barber CONVER- 


SION Burners! Write us today. 











Bryan 
Carster Conamaet on Co., 

Champion Dish ge. ‘Machine Co. 

ae t Heater Mfg. 

Da Ay Montes Co. 

esaomy eater 

zhe! Electro Weld ¢ Co. 


] ne re 
Franklin Plumbing ‘Sapoty ¢ Co. 
R E. Fraser & Co. 





Geneva Rd Co. 
Gewert Mfg. Co. 
E. A. Hibbs 
Hoffman Heater Co 
Hollywood Water Heater Co. 
Hotstream Heater Co. 
Hoyt Heater Co 
Edward Katzinger Co. 





The Ohio Heate 
Geo. F. Releamnan. & Co, 
pee ft cag B Heater Co. 
an 
Schwab Boller & Machine Co. 
Snap-O-Stat Co. 
Star Dee Water “oy Co. 
Stinson Sales Co., 
John Frageser Sicam Copper Works 
United Heate 


e Lain Co. 
Welsbach Company 
D. D. Wessels & Sons Co 
The Williams omy if Co. 
The Wise Furnace Co 











‘The GLEVELAND | GAS BURNER @APPLIANGE GO. 


Burner Specialists 


_ 3102-04 Superior Avenue, 


—7~ | 





Cleveland, Ohio 
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Improved Saunders 
| Lype Pipe Cutter 


TRIMO 





The Trimont Mfg. Co. are 
now making an improved 
Pipe Cutter of the Saunders 
Type. 





As a new and an exclusive 
TRIMO feature, the Trimont- 
Saunders type Cutter has a 
spring which forces the swing The Trimont-Saunders 


block to rest against the screw Type Cutter can be ob- 
d ll ti tained at your hard- 
rod at all times. ! ware dealer or supply 


house in three sizes 


This handy TRIMO feature saves with TRIMO made thin 
valuable minutes on the job. When ___ blade cutter wheels of 
putting the cutter on a pipe, or ‘Ppecial analysis steel. 
removing it, there is no need to push 

the swing block back. The spring 

does the work for you. 


TRIMONT MFG. CO. INC. | 


ROXBURY (BOSTON), MASS. 
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Our Contribution 


to the art of Heating & Ventilation 
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for the ventila- 
tion of schools, 
hospitals, offices 
and other build- 
ings presenting 
an acute venti- 
lating problem. 






HERMAN 
NELSON 


Invisible 
RADIATOR 





... supersedes all 
previous radiators, 
radiator cabinets 
or enclosures. 
Occupies no 
room space and 
makes possible any desired deco- 
rative scheme or furniture arrange- 
ment. Indestructible in service. 

















THE HERMAN NELSON 


hijet 
UNIT HEATER 


It operates at 
steam pressures 
from 1 to 150 Ibs., 
and offers the bet- 
ter and more 
‘economical way 
of diffusing heat in Factories, Rail- 
road Shops, Roundhouses, Mills, 
Warehouses, Garages, Gymnasiums 
and Industrial Buildings. 




















pasa RY ES 1 Herman Nelson 
Radiator Sections 
IVE YEARS AGO when the Herman Nelson light weight, compact, indestruct- for Blast Heating and Cooling 





Indestructible, 
Operating at any 
steam pressure 
from 1 to 150Ibs.., 
non-corrosive and 
leak-proof. 

May be arranged in banks tosolve 


son Heating and Ventilating Products and accounts for their unequaled performance. ——— problem of heating or 
cooling. 


HEATING * VENTILATING * COOLING *« DRYING *« CONDENSING a 


THE HERMAN NELSON CORPORATION « Moline, Illinois 
Builders of Successful Heating and Ventilating Equipment for over 20 Years 
ae Sales and Service 


ible radiator was placed on the market, it was immediately accepted asthe greatest 


advance in the art of Heating and Ventilation in a generation. It has made possible 





heating and ventilation dependability and performance hitherto unattainable. 





The Herman Nelson Wedge Core Radiator is an exclusive feature ofall Herman Nel- 








BELFAST, ME, UTICA SCRANTON SAGINAW CINCINNATI DES MOINES ST. LOUIS DALLAS SALT LAKE CITY SAN FRANCISCO 
BOSTON BUFFALO PITTSBURGH DETROIT TOLEDO MILWAUKEE BIRMINGHAM EMPORIA SPOKANE VANCOUVER 
NEW HAVEN PHILADELPHIA CHARLOTTE, N.C, CLEVELAND INDIANAPOLIS GREEN BAY ATLANTA KANSAS CITY PORTLAND TORONTO 


NEW YORE CITY WASHINGTON,D.C. GRAND RAPIDS COLUMBUS CHICAGO MINNEAPOLIS MEMPHIS DENVER SEATTLE WINNIPEG, MAN, 





DOMESTIC ENGINEERING June 9, 1928 


820 00 sq. ft.of Boiler Capacity 
in 1400 sq. ft. of Floor Space 


-with ample room for 


firing and cleaning tubes 
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Four No. 627 Pacific Boilers 
7 (20,500 sq. ft. each) installed 
STACK by W. F. Thumm. 



































When Robert S. De Golyer Co., Architects, and H. L. Clute, Mechanical 
Engineer, designed this boiler room in the Carlson Building (Sheridan Road 
and Grace Streets, Chicago), they were confronted with a difficult problem. 
It was necessary to provide 82,000 sq. ft. of boiler capacity to heat the 
building — and floor space was at a premium. 


The mechanical drawing above, taken from the original plans for this job, 
shows how they obtained maximum compactness with Pacific Steel Boilers. 
Only 1400 sq. ft. of floor space — yet there is ample room for hand firing 
and for cleaning tubes, also for easy access between the boilers. 


This accomplishment of Messrs. De Golyer and Clute means something to 
you, because extravagance in using boiler room space shows an actual loss 
in dollars and cents. Elimination of this loss is possible only with boilers of 
the Pacific type, which are cleaned entirely from the front and have the 
smoke outlet at the rear. 

Pacific Boilers combine these advantages with remarkably high 


efficiency and the strongest type of construction yet developed 
— steel, electric arc welded. Ask for report of operating test. 


PACIFIC 


STEEL HEATING BOILERS 


Factories: WAUKEGAN, ILL., BRISTOL, PA. 











June 9, 1928 DOMESTIC ENGINEERING 


ve M 


AKERS 


brass pipe 
should you choose? 


Brass is not an elemental material. It 
is a manufactured product and _ its 
capacity for maximum service depends 
entirely upon the skill, knowledge and 
experience of the maker. 


LUMRITE brass pipe has been tested in 

actual use over a long period. ‘Thirty 

years of service have proved that its 

composition is practical—that its method 
of manufacture does guarantee uniformity. Re- 
installation in old, built-over buildings has 
clearly shown its ruggedness. 


Other mixtures, with various copper contents, 
have been tried and found suitable for certain 
localities, but they bring no advantages to the 
vast majority of installations. For unusual 
requirements Bridgeport can supply brass pipes 
of any desired mixture. But Plumrite is recom- 
mended as the most satisfactory pipe under 
general conditions. 


Plumrite brass pipe, is, we believe, as 
nearly perfect as a brass pipe can be. Time 
and again, experience has borne out this 


belief. 


Our booklet, ‘‘Bridgeport Standard Mixtures,” 
explains the standard brass pipe mixtures in 
use to-day—and tells when and where to use 
them. It will be mailed free to you on request. 
Send for a copy. 


BRIDGEPORT 


BRIDGEPORT BRASS 


Bridgeport 


11 
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A Typical Service Record 


In the Hotel Knickerbocker build- 
ing at 42nd Street and Broadway, 
New York, “Plumrite’’ brass pipe 
was installed when the structure 
was built in 1895. In 1921, the 
building was remodeled for office 
purposes and the piping, after a 
quarter of a century’s use, was 
found to be in perfect condition. 
The complete system was retained, 
and has continued to give absolute 
satisfaction. 


BRASS COMPANY 


CONNECTICUT 





OF BRASS 
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a eer tanec may guarantee 

—but the owner holds the heating 
contractor responsible for the proper 
operation of his heating system. It is 
therefore of prime importance that the 
equipment be beyond criticism. With 
Aero Radiators, you have assurance of 
this, in addition to the maker’s word. 


Aero Radiation has been thoroughly 
tried out and proved in actual service. 
For more than six years, millions of 
feet of Aero radiation have been in 
operation in all types of buildings, 
throughout the United States, Canada, 
and many of the foreign countries. 


Such a multitude of successful installa- 
tions is the strongest possible guar- 
antee that your Aero jobs will be 
permanently, completely, satisfactory. 














THOUSANDS of. 
successful installations 
demonstrate 


conclusively 


- performa 


‘ 


The National Jacketed Boiler is in 
step with the modern tendency toward 
attractive warming equipment. Fin- 
ished in empire green with black 
trimmings, its good proportions and 
simple lines make it look what it is— 
a substantial and dependable heating 
unit. It appeals alike by its appearance, 
its performance, and its dependability. 

















nce 


NATIONAL Rapiator CorPORATION 


Ten plants devoted to National Service through these Branch Offices and Warehouses: 


Baltimore, Md.—2622 Frisby Street Boston, Mass.—93-97 Oliver Street Milwaukee, Wis.—-124-130 Jefferson St. New York, N. Y.—55 W. 42nd St. 
Buffalo, N. Y.—-259-265 Delaware Avenue Louisville, Ky.—1126 W. Breckenridge St. : 
Chicago, Ill.—-2445 N. Keeler Avenue Cleveland, Ohio—935 E. 63rd Street Omaha, Neb.—108-112 S. Tenth St. Philadelphia, Pa.—121 N. Broad St. 
Cincinnati, Ohio-—Spring Grove and Elmira Avenue Pittsburgh, Pa.-—-1509 Arrott Building : 
Indianapolis, Ind.—-431 W. Georgia Street Johnstown, Pa.—221 Central Ave. Richmond, Va.—3032 Norfolk St. St. Louis, Mo.—1042 Central Industrial St. 
Washington, D. C.—2205 Fifth Street, N. E. 





THE NATIONAL 





RADIATOR © 
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NYE 


Pipe Threading 


OIL 


It is only after years of 
experiment under con- 
ditions actually en- 
countered in our own 
factory, we are offering 
Nye Pipe Threading Oil. 
This oil, specially com- 
pounded, is an excellent 
coolant, a good pene- 
trant, and has the 
necessary ‘‘body’’ to 
form an efficient cush- 
ion for the die when in 
operation. 


These qualities are very 
essential if clean, sharp 
and accurate threads 
are to be had. Many 
oils work fairly well on 
power threading where 
the die is flooded by a 
pump, but do not take 
care of hand threading 
because they do not 
cling all the way around 
the thread. We can 
positively say 
this trouble will never 
7 experienced with our 
oil. 


Nye Pipe Threading Oil 
may be ordered in cans 
from 1 to 15 gallons and 
in 30 or 50 - gallon 
drums. 


NYE OIL KIT 


16 - Gallon Standard 
Unit with lockable fill 
opening and steel gauge 
stick. 

















Let us solve your 
threading problems 


Write for Information 
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A Letter from 
Harry G. Nye 


June 9, 1928. 


To the Plumbers and Steamfitters of 
the U. S. A. 


Friends: 





Not long ago I asked a young lady friend of mine 
whether she was going to a party. She said, "I don't know 
whether I will or not. I have nothing to wear." When I got 
to the party she was about the first person I saw. "Well," 
I says, "I see you came, and that you wore it." 


Women are funny that way about clothes. They want as 
few clothes as possible, and lots of them. They think it's 
fine for a woman to wear a nice dress somewhere, but that 
she ought to get life for a second offense. It's a dress 
one week, and a disgrace the next. 


Now, men are different. When I'm invited out, I not 
Only have something to wear, but I have it on. If some 
fellow comes up at the party and says, "Harry, that suit 
certainly wears like iron," I'm pleased all over. It shows 
that I know something about picking out clothes. 


Of course, I say modestly, "Yes, wears like iron, and 
looks like it." But I feel complimented just the same. It 
proves that I know a good piece of woolen when I see it, 
although I don't. But if anybody told my wife or Julia that 


‘a dress of theirs wore like iron, they'd pass out. 


I don't know what we are going to do with these women. 
They not only want all new clothes themselves, but they 
don't want us men to have any old ones. They've put a curse 
on anything comfortable. About the time a man gets some-— 
thing broke in, they break out. 


I've got a cap that I've fished and -hunted in for five 
years, and also beat carpets when I didn't make my getaway 
quick enough. But every time I put it on there's a riot. 
My wife says she's going to burn it up. Fine thing, when a 
man has to put hiS old clothes in the safety deposit. 


I see some of the women have taken to smoking. But I 
know this: No woman will ever break in a meerschaum pipe. 
About the time she begins to get a color on it, she would 
want a new one. But a pipe doesn't begin to taste good 
until it begins to smell bad. Women don't understand such 
things. 


So don't tell your wife that you use Nye Tools. They 
last so much longer than any others she would want you to 
buy new ones right off. Which would be all right with me, 


of course, if you bought Nye's. 
Yours faithfully, , 
Copyright fe by Harry G. Nye. Howry . Ps Mye€. ; 
OTHERWISE KNOWN AS 
THE NYE TOOL & MACHINE WORKS 


All Rights Res_rved. 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 
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The Jewel Valve 


When the closet seat is depressed, the 
connecting rod (H) is forced backward, 
breaking the seal of rubber washer (F) 
and permitting the entrance of water 
into valve body at (B) and out open- 
ing (C) into tank. At the breaking of 
the seal at (F) the washer (G) simultaneously seals 
against the opposite partition, preventing the 
escape of water. At release of pressure, valve 
action reverses, forcing water at high pressure 
through outlet (D) to flush the bowl. 


AUTO 


PNEU C 


WATERY J CLOSETS 


Jewel Closets flush automatically at every 
use—all chance carelessness is eliminated. 
The simplicity of the sturdy Jewel Valve has 
made possible its conservative five-year guar- 
antee. Operating springs are in the seat 
hinges and do not come in contact with 
water. Correct valve seating is controlled 
by the turn of an exterior sleeve, taking up 
any wear in the washers. 










Jewel Closets have been installed and are 
giving remarkably satisfactory service in 
schools, institutions, semi-public and public 
buildings throughout the United States. 
Built for sturdy utility, they lack nothing in 


beauty. Bowls are of vitreous china, hinges ' 


and attachments are nickel-plated. Seats (ac- 
cording to model) may be had in ebony, 
mahogany or natural oak finishes. “Evernu,” 
‘“Never-Split” or ““Whale-Bone-Ite” seats can 
be furnished if desired. You never fear price 
competition with any unit in the Jewel line. 


Send for 
New Catalog 


The new Jewel Catalog illustrates 
and lists every unit in the Jewel 
line, gives installation diagrams and 
other valuable information. Send_for 
it today. 
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Jewel Closet No. 57 


This unit is recommended for individual installa- 
tions where tank concealment is not necessary. 
It includes the Jewel Valve, vitreous china bow! 
with extended front lip in regular or juvenile 
height. Seat is “Never Split” open front type 
in golden oak or mahogany finish, with three- 
quarter round reinforcing ring. Tank is either 
heavily bronzed or white enameled as desired. 


The Bowlus Manufacturing Co. - Springfield, Ohio 
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editorials are 
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only after a 
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study of the 
subject mat- 
ter which is 


discussed. 























“The buy- 
ing public is 
demanding 
more and 
more quality 
material,’—H. 
W. Seymour, 
vice president 
of Crane Co., 
Chicago. 











The Pasadena (Calif.) city hall is one of the most unusual civic buildings in the country, inasmuch as it is built along archi- 
tectural lines of an Old World civilization. In spite of its going back in time for exterior design, its interior is modern in 


every respect. Its plumbing and heating equipment is described on two pictorial pages in this 


issue, and the exterior is shown on the front cover. 


HE radio, motion picture and theatrical worlds all 

have their comedy teams, each with their own fol- 
lowing. We see and hear their antics, and laugh with 
them. The plumbing and heating industry also has its 
comedy team, Dolan and Olson, the funsters of “Your 
Weekly’s” pages. They are back again this week with a 
little story of a bet, and its result. The interesting thing 
about these stories is that they are based on the actual 
experience of a plumbing and heating contractor, writ- 
ten in a way to make them instructive as well as enjoy- 
able. Follow the trials and tribulations of this team. 
They will make you laugh—and they will make you 
think, 





N A talk before a convention of master 
plumbers, a newcomer to the field con- 
gratulated the association on its slogan, “A 
Bath a Day Keeps You Fit Every Way,” 
Pointing out the opportunities for pushing the 
Slogan and the Bath-a-Day movement. The 
newcomer did not realize that the movement 
was originated by “Domestic Engineering” 
and has been going on for years. But he did 
realize its potentialities. The movement is 
still going strong, as evidenced by the essay 
contest being held in the Memphis public 
schools, each child reading “The Story” be- 
fore writing his essay on the subject. Five 
thousand copies of the booklet were sent to 
Memphis for the contest. 





AST Week the first installment of the article “Forty 

Ways to Join Pipe” was published. This week the 
second part of the article is being published. Forty ways 
May seem like a great many to some master plumbers 
and heating contractors, and not enough to others. If 
any plumbing or heating contractor knows of any joint 
which is not mentioned among the forty, we would be 
very glad to hear from him and find out his additional 
way. Don’t hesitate to write. 


Your Filer 


FE FIND ‘Domestic Engineering very interesting, and 

that it has many interesting views. It is a great 
help, so let it come on.’—So writes J. E. D. Henry of 
Troup, Tex. 





HE outskirts of large cities 

are constantly growing, 
and while the people are living 
outside the city limits, they 
are essentially urban people. 
For that reason, running wa- 
ter, and an effective means of 
sewage disposal are necessary 
for their comfort and conven- 
ience. R. M. Starbuck, Jr., de- 
scribes an interesting septic 
tank problem in this issue. 
Master plumbers who are do- 
ing this sort of work will be 
interested to read the discus- 
sion on the subject. 





HEN a plumbing and heating contractor makes a 

profitable sale he gets pleasure from it. When 
appreciation is expressed for the services of the editorial 
staff of a paper serving the industry, the staff also is 
pleased. A plumbing and heating contractor in a small 
mid-western city recently told us that he kept abreast 
of advancement in the industry by reading this page 
every week. The outstanding articles in each issue are 
briefly described on this page every week, and by read- 
ing it over, this contractor found out whether or not 
there was a story which would be particularly interesting 
to him at that time. Others might follow his example in 
order to keep up with the trends in the industry. 





HE Heating and Piping Contractors 
fp Association held its an- 
nual meeting in Philadelphia, June 4, 5, 
6 and 7. A complete report of that con- 
vention is to be published in next week’s 
issue, and all heating men will be in- 
terested to read that report. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 
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The old unnatural 
way of holding the 
ordinary reamer 





IT IS EASIER 
TO REAM 
THE PIPE— 





When you use the easy 
cutting, handy grip, 
new and superior — 


“TOLEDO” RATCHET 
PIPE REAMER 


This new ‘**TOLEDO”’ 


Reamer, superior in 


you but — o 


many ways, will cost 
(West of Rockies $5.95) 


f. o. b. Toledo, or your 
dealer’s stock. 

















THE TOLEDO PIPE 
THREADING MACHINE 
CO. TOLEDO, OHIO 


New York Office: 
72 Lafayette St. 


The easy natural way 
of holding a ‘‘TOLEDO”’ 
Ratchet Pipe Reamer 
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350 Out of 1856 


We have presented in these columns within recent 
weeks the result of an analysis of the retailer in this 
industry—an analysis made by the research depart- 
ment of “Domestic Engineering” and corroborated by 
the findings of the U. S. Bureau of Census in its re- 
cent census of distribution. The high point of the analy- 
sis, as has been set forth before, is that an astounding 
number of the so-called master plumbers and _heat- 
ing contractors—approximately 40 per cent of the total 
—do such little business that they represent a direct 
loss to their sources of supply, and unworthy and harm- 
ful competition to the well established trade. There is 
no economic justification for their existence. They do 
not merit sales cultivation by the manufacturer and 
wholesaler. Their elimination would help greatly toward 
the stabilization of this industry on a profitable plane. 

Such facts were again brought to the attention of 
the industry in an explanation of the test, promotional 
campaign being conducted by the Plumbing and Heat- 

ing Industries’ Bureau in Phil- 
The Philadelphia adelphia, made recently by 
Situation K. LL. Flentje—and also by 

Walter J. Kohler—at the an- 
nual convention of the National Pipe and Supplies 
Association. 








When this campaign was started in Philadelphia, the 
fact that there were 1856 licensed master plumbers 
in the city indicated that 


pleted, it was decided that if 350 out of the 1856 would 
join forces with the other branches of the industry in 
Philadelphia, that number would constitute the worth 
while master plumbers for such a campaign—those 
with capital, a place of business—not necessarily a 
and a spirit of progress and enthusiasm. 

Of course, there are more than 350 worth while 
master plumbers in Philadelphia. There are at least 
650, we would say from our survey findings that 35 
per cent of the master plumbers and heating contractors 
do 77 per cent of the total volume of business done. 
The additional 300 are perhaps not interested in the 
Bureau’s campaign. 

But here, as we say, is another angle on the same 
facts which we have been presenting right along to 
show that the manufacturer and wholesaler should pay 


show room 





more attention to developing the worth while outlets 
and less to increasing the number. As can 
be seen, almost 1200 master plumbers and 
heating contractors in Philadelphia are sup- 


A Big 
Waste 
posedly in business, but, from an economic 

point of view do not deserve such a rating. This con- 
dition, multiplied by similar percentages everywhere, is 
the cause of a tremendous waste in distribution. 


National Conventions 
June is the most important month in our industry, 
from the viewpoint of association activities. It is in 


this month, or within a few 





there would be plenty of 
retail outlets through which 
the promotional and selling 
work could be done. But 
it was soon learned that 200 
of this number could not be 
considered, for they were 
maintenance men, employed 
by industrial establishments 
of one sort or another. 
Then, it was discovered that 
810 more had no telephone 
—an evidence that they 
did not count for much as 
far as possibilities for do- 
ing any selling were con- 
cerned. When the sifting 
process was finally com- 








EFFORTLESS SELLING 


The present business era has been described as one 
of “profitless prosperity.” 
passed into consumption, but margins of profit have 
been narrow, if they have existed at all. This ts true 
of the experience of the average manufacturer, whole- 
saler and master plumber and heating contractor m 
our field. An official of a large manufacturing con- 


Large volumes have been 


cern in this industry, taking his cue from the coined 
expression, “profitless prosperity,’ calls this business 
era one of “effortless selling” also. He refers, of 
course, to the sales policy of the manufacturer, whole- to attend, or familiarize 
saler or master plumber and heating contractor who 
waits for business instead of creating it—instead of 
putting a little effort into this job of making sales 
and making profits on these sales. And it is un- 
doubtedly true that much of the “profitless prosperity” 
is due to too much “effortless selling.” | 


come days of it, that the national 
conventions of most of the 
associations having to do 
with plumbing and _ heating 
are held. The conferences, 
discussions and actions at 
these meetings will largely 
shape the industry’s policies 
of the next twelve months 
—making it highly im- 
portant for every member 


himself with the results of, 
the conventions of those 
associations in which he 1s 





vitally interested. ‘Then, get 
in step with these policies 
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and put them across. 






















had a little talk-fest on the subject along 

with a couple of the salesmen that hang 
around our shop in prefezsence to reporting at 
their own offices. We talked prices and job 
costs, lack of advertising, lack of sales, lack of 
work, lack of money, lack of pep and lack of 
everything else except the desire to have more 
money to spend for more of the present day 
necessities of life such as sport cars, golf dues, 
golf clubs, entertainments, banquets, country 
clubs, sporting events, week-end trips, flyers in 
the market, and flights a la Lindbergh. 

We talked house-to-house premise report cards, quality 
work, journeyman selling, newspaper advertising, club 
memberships, novelty advertising, show windows and show 
rooms, magazine advertising, advertisements with resale 
prices and without, sales letters and follow-ups, and 
everything else that has for its purpose the selling of more 
plumbing and heating material on a profitable basis. 

And we were getting exactly nowhere when the two 
salesmen staged a little bet. One backed me and the 
other backed Hank. Their proposition was Me and Hank 
would split a week, one to take Monday, Wednesday and 
Friday and the other to take Tuesday, Thursday and 
Saturday, the time to be spent in calling on prospects 
and trying to make sales. Hank to specialize on heating 
and yours truly to hook ’em‘for plumbing. One salesman 
to help Hank put it over and the other salesman to team 
up with me. 

The losers, or those selling the smaller amount of 
goods, to be the guests of the winners from 10 a.m. to 
10 p.m. on the Sunday following. 

We flipped a coin for the selection of the days and Hank 
won, so he and his pal decided to start out on Tuesday 
and that left it to me and my side kick to start out on 
wash day. 


"Trae a got a bit slow and so Me and Hank 


On the 
job with 


Dolan 


Olson 


In which a little wager 

sends Jerry out pushing 

doorbells to find a land 

of adventure awaiting 

him— profitable adven- 
ture, too 


A BELL-RINGING CONTEST 

ND THEN he and I went into conference, 
A as a result of which confab, we skimmed 
through the day-book of some two years back 
and picked out an even dozen places where 
we had installed a certain type of combina- 
tion sink faucet, which faucet has been im- 
proved within the last year or so by the 
changing of the spout, making it absolutely dripless. 

The spouts are interchangeable with the old ones, 80 
I picked up a half dozen at the supply house and started 
out. 

Rang the front door bell at the first house on the list 
and told the Lady of the House, who remembered me at 
first glance, of the improvement in the faucet and re- 
quested the privilege of making the change without any 
charge to her. She was delighted at the prospect of get- 
ting something for nothing, so in addition to making the 
change in the spouts, I shut off the water and installed 
new gaskets. Talked about the convenience of the com- 
bination faucet, told her that we had a combination lava- 
tory faucet, made by the same concern, that could be 
installed in the bathroom and that would make it pos- 
sible for them to wash in running water, tempered exactly 
as they desired it, and she stated that she had been want- 
ing something of the sort for a long, long time, but as 
she never went shopping in a plumbing shop she had never 
gotten beyond the wanting stage. 

That was not so bad for a starter, but the second one 
came near to being a bloomer. This Lady said that she 
had been pestered to death with door bell pushers, but she 
thawed out like an ice cream cone in front of a smal! boy 
when she found that she could get something for nothing. 
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Evidently a brush salesman would gain an easy entrance 
to her domicile after paving the way with one of his little 
free hand brushes. After getting the change made and a 
new handle installed in place of a cracked one, it de- 
veloped that the maid was washing and was shy of hot 
water, so I suggested a trip of inspection and found a 
typical old time installation; coil in the fire pot of the 
heater; a 30 gallon tank; and a dinky little gas water 
heater with a sheet metal jacket and an old cast iron coil. 
No wonder they were shy of hot water. To help it out 
they had a ‘“‘bargain basement” hot plate on a soap box, 
connected to a gas cock with a rubber hose, and on this 
they were trying to heat some more water. 


TALKING FAST 

O 1 TALKED combination tank and heater, insulated, 
\, automatic and everything else, including economy of 
operation and convenience (particularly during the small 
wee hours of the night) and got her so sold on the prop- 
osition that she wanted me to come back that evening 
and talk to the man of the house, and I did, and I found 
that he liked a good cigar and the home team had won 
that day, and evidently other things must have been 
rolling right because it was easy to sell him that new 
heater, using the old tank as a tempering tank. And then 
to make it good I suggested a new hot plate, man size, 
with iron pipe connections; pointing out the dangers of 
leaking gas hose or the possibility of its being discon- 
nected, and the danger of having a boiler of hot water on 
a soap box which might cave in or tip over and scald some 
one, and he added that to the Dill. 

The next call wasn’t so good. They permitted the 
change, but had a peeve on because Me and Hank had 
installed a new grate bar along in September and had 
found it necessary to replace that one in December, at 
which time we found that they had neglected to remove 
the ashes from the boiler, and, through no fault of ours, 
they had burned the bar and 
warped it all out of shape. 
Course it was our fault because 
the old one had been in for sev- 
eral years without causing a 
bit of trouble. They had paid 
the bill, but still felt that they 
were being gypped, although 
they had not said anything 
about it. 

Well, as the ball players say, 
I talked it up a bit and found 
that they had been out of town 


“health 
proves profitable 










“ —4) 
> / 
OOx' aa *, 


%.¢ RAK 
OOO) YOOQOOXASS 
¢.¢ 

RORY POXROK TRY 
















wWyrick 


A trip of inspection—a 
inspection” 
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when the second replacement was made and some handy 
man had been tending the fire, and by adding two and 
two right in front of the lady of the house I managed to 
convince her that this chap had been negligent and had 
plastered us with the blame instead of shouldering the 
trouble himself. 

Course I didn’t make a sale of merchandise, but I did 
sell Me and Hank to her, and I’m betting that she will 
remember our call the next time she needs a plumber or 
a fitter. 

Number Four was another hard boiled egg. Her name 
was Smith but it almost spelled Waterloo for me. First 
off, she didn’t even want to listen; then she figured there 
was some catch in it somewhere because no one (except 
a plumber) had ever heard of a plumber giving anything 
away, but there was too much cheese over the hook for 
her to see it, so she finally opened the door and let me in. 
Changed the spout and installed new units and handles 
just for good measure and, boy, what a hit it made with 
her. She was slow in warming up, but being one of these 
women who operate a home on the Sapolio plan, with 
everything spick-and-span, she was delighted to find that 
hubby and the kids could now draw a bit of water at the 
spigot without splashing it all over the floor, which was 
one of the reasons why she had always kept a floor rag 
close to the sink so that she could wield it at the first 
signs of water. 

Everything was right up to snuff, except that all of the 
fixtures were a bit back numbered, but she did not look 
like a good prospect for new ones so I talked “‘washing 
machine’ and ended up by agreeing to have a demon- 
strator there with a machine the following morning. 
And the demonstrator was there and the machine was put 
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through its paces and that machine is still there, and that 
sale has brought other sales, because, when other people 
found that this woman had found a machine that suited 
her, they knew that it must be right. 

Five was a ticket right after my own heart. Just hap- 
pened to drop in when they were considering some re- 
modeling and they wanted advice. 
Wanted to know if they could have 
another bathroom installed and 
finding that it could be done, after 
me showing them what walls to 
tear out and the locations of the 
new ones, they wanted to know if 
there was some one that I could 
recommend to do the work, that 
is, the carpenter work, painting, 
plastering, tile work, etc., ete. So 
I took the bull by the horns and 
offered to handle the whole job and 
landed the order. ’Course the sub- 
contractors that will be working 
under me will appreciate getting a 
bit of work, and each of them will 


Jerry helps with 
the dishes—and 
gets a sales idea 


endeavor to reciprocate so _ that 
looks like a real job. 

Six was another dud, as was 
Seven, Eight, and Nine, but Ten 


was a bird of another color, with 
reverse English on the ball, because 
they had some real first class bang-up quality plumbing 
(installed by Me and Hank), but they had been having 
some trouble with their heating boiler and they had been 
reading the ads in the papers and magazines and were 
pretty well sold on a certain type of boiler. So I checked 
over the radiation already in the house, found that it was 
sufficient, and suggested the installation of one of these 
boilers, of good ample size, with pipes and fittings well 
covered, a heavy galvanized iron smoke pipe, a new coil 
in the fire pot and an extra coil for an emergency, and 
nailed the order. 

Now I’m wondering if Hank gets that order on account 
of it being heating, or if Hank will land a plumbing job 
and place it to my credit. Sunday is still several days 
away. 


GOT A JOB 

UMBER Eleven was a real one. Just happened that 
N the Lady of the House was an old time pal and 
instead of crowning me with a rolling pin for bothering 
her on the busiest day in the year, she told me to come 
on in and get busy. Oh, boy! She had been away for a 
couple of days, had just gotten home, found that hubby 
had invited some of the gang in for a ‘‘game’”’ dinner that 
evening; the maid was sick in bed; and there was about 
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Jerry picked his prospects—but found that even select 
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three days accumulation of dishes and cooking utensils 
piled up in the sink, on the table, on the drain-board, on 
the stove, in the ice box, and in every other corner that 
would hold anything. Gosh, it sure looked like No-man’s 
Land and that was what I tried to make it when I saw 
the muss, but I was too slow, because that Jane threw 
an apron at me and told me to get 
busy, all on account of the fact that 
I had once demonstrated my ability 
as a dish washer, when our bunch 
was spending a week-end in the 
Northern Woods. 

Well, I worked and she worked 
and I talked and she talked. I 
couldn’t sell her anything in the 
way of plumbing and _ heating 
equipment, because she seemed to 
have just about everything there 
was and all up-to-date, but the 
longer I worked on those dishes 
and pans the more convinced I be- 
came that a dish washer sink was 
the one thing needed in_ that 
kitchen. So I switched the subject 
to washing machines and mangles 
and electric irons and finally swung 
around to dish washer sinks and 
by that time I was getting dog- 
goned tired of washing dishes, and 
she was getting just as tired of drying them. 

She was interested all right. So much so that after 
we got through with the chores I made arrangements with 
her to meet her the next day and show her a sink in opera- 
tion, in fact I made the date for early the next morning 
and I was there with the car and in addition to taking 
her along I loaded in all of the dishes just as they were 
when the party had gotten through with them the evening 
before. 

We put them through the machine and she was tickled 
pink. Left me there with the dishes and hopped over to 
hubby’s office, where she must have talked pretty because 
she was back with the ‘‘Go ahead” order in no time at 
all, and I’m going to make that a good one by moving 
the sink over to a better location on an outside wall, which 
will mean a bit of work for the carpenter and the painter 
and the electrician and perhaps Hank will have to add a 
new radiator to the job to make everything ship shape. 

Number Twelve had been reading the magazines, and 
she had some questions to ask, so it wasn’t hard to get 
(Continued on Page 80) 
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customers 
will keep them busy with sales work 








kK orty Ways to Join Pipe 


Article No. 2 


By H. 


HE FIRST part of this article appeared in the issue 
of June 2. In that article, twenty-one pipe joints 
were described and illustrated. In this article 21 

pipe joints are described and illustrated. 

While it is surprising to many people that 42 different 
kinds of pipe joints can be gathered together, there are 
still others, and readers of ‘‘Domestic Engineering” are 
invited and urged to send in descriptions of joints not cov- 
ered in these two articles. 

A joint which is very much like the flanged male and 
female joint is that known as the recessed flange joint, 
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S 
PECESSED FLANGED JOINT 
Fig. 1 











this being illustrated in Fig. 1. Care must be taken not 
to confuse this joint with the recessed screw joint de- 
scribed and illustrated in the first article. In the recessed 
flange joint there is a raised ring on one flange which fits 
into a corresponding depression or recess in the com- 
panion flange. 

When discussing flange joints there must be included 
among them one of very different character, the well 
known water closet flange joint as illustrated in Fig. 2. 
This joint consists of a brass flange and gasket, the brass 
flange being soldered to the lead pipe and drawn up 
against the water closet flange by pulling the fixture down 
toward the floor by means of the water closet bolts. In 
this manner the gasket is compressed and makes a wafer- 
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Fig. 2 


tight joint between the vitreous ware of the fixture and 
the brass flange forming the termination of the lead soil 
pipe. 


THE WIPED JOINT 
WY ae the pipe is made of lead, a type of joint is used 
which, in many ways, is like the welded joint. This 


is the old and widely known wiped joint. In this joint, 
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the material for the joint is nearly the same as that used 
in the pipe, although a little tin is added and the joint is 
made up by the use of heat and the adhesion between the 
joint material and the pipe the same as in the welded 
joint. Such a joint is illustrated in Fig. 3. In the early 
days, no one was considered worthy of the name of 
plumber who had not served his apprenticeship at making 
wiped joints and who did not bear the scars of a suitable 
number of burns obtained while passing through this 
initiation. 


Probably the first lead pipe ever manufactured was 
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Fig. 3 


made by taking a piece of sheet lead, rolled into a cylin- 
der and the longitudinal seam soldered. The writer has 
seen this done in cases where a few water closet connec- 
tions were needed to finish up a job. 

Lead pipe can now be produced in almost unlimited 
length. A good example of how long it can be made is 
shown in the lead covered telephone cable which is used 
to go in underground conduit and which comes in im- 
mense reels, some of which are 10 feet in height and 
have the telephone cable contained inside the lead pipe 
sheath. These cables are often several hundred feet in 
length. 

What is known as the upset joint is sometimes used. 
This is not as strong as the wiped joint, but it is a cheaper 
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Fig. 4 


joint to make and can sometimes be used where space 
conditions do not provide sufficient room for the manipu- 
lation of the wiped joint. The upset joint is illustrated 
in Fig. 4. 

A very unique type of joint is that used in connecting 
spiral riveted pipe which, as the name implies, is made 


from steel sheets, bent into a spiral shape as indicated in 
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Fig. 5 and then riveted together. This pipe is not pro- 
duced in very small sizes, owing to the difficulties of rivet- 
ing on the inside in the smaller sizes, but is much used for 
larger sizes of free-exhaust pipes and on other lines where 
no great pressure has to be taken care of. At the ends of 
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the sections, a light iron flange is riveted to the shell, and 
this flange is bolted to the end flange of the next section, 
just as is done in the ordinary flange joint. This type of 
joint is shown in Fig. 6. 

Sheet steel pipe, when of large enough diameter to 
permit, is sometimes put together with a fixed riveted 
joint made up in the manner shown in Fig. 7. When one 
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row of rivets is used this is termed a single-riveted bump 
joint, and when two rows of rivets are used this joint is 
called a double-riveted bump joint. It easily will be seen 
that such joints cannot be used on small sizes of pipe, but 
are practical on sizes large enough so that the riveting 
can be properly done. 

Cement mortar has always played an important part in 
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Fig. 9 


the making of pipe joints. In connecting tile pipe, almost 
invariably yarn or oakum packing is used. This is held 
in place by a cement plug which fills the annular space be- 
tween the spigot and the hub and is neatly finished at an 
angle to the pipe all around the hub, as illustrated in 
Fig. 8. 

All tile pipe, however, is not necessarily made up with 
cement joints, and various other methods have been de- 
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Fig. 10 


vised for joining such pipe. Some of these have been 
designed in the hope of obtaining greater flexibility in the 
joint, greater resistance to weather, the prevention of root 
growth through the joint, and additional water-tightness. 
One of these methods is that employing bituminous mate- 
rials that are acid proof and which are claimed to be more 
permanent than the ordinary cement mortar joint. These 
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bituminous materials are either poured or applied by the 
caulking method. 

In Fig. 9 is shown a bituminous joint which is of the 
poured type. The method of making this joint is to use a 
stranded asphalt-fiber composition which is made up in 
standard strands of %-inch and %-inch diameters, and 
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completely saturated with petroleum asphalt. The strands 
are first caulked into the pipe hub so as to prevent leak- 
age into the pipe and then a compound of tough, flexible, 
petroleum asphalt containing a definite percentage of fine 
mineral matter is heated to about 400 degrees F. and is 
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poured into the joint so as to fill up the annular space 
even with the top of the hub. 

Another method consists of using a fibrated bituminous 
strip with a wedged-shaped cross-section sufficiently large 
to fill the bell of the pipe when caulked, as illustrated in 
Fig. 10.. The wedge takes care of the irregularities and 
insures a tight joint around the entire circumference of 
the pipe. This type of joint can be made up in wet trenches 
or under adverse weather conditions when the use of 
poured joints would be impossible. 

Although the cement joint is the common type of joint 
used for tile sewer pipe, it has also been applied with con- 
siderable success in gas lines and cast iron water mains. 
On water lines and cast iron soil and waste lines it is far 
more common to find the joint called the lead-and-oakum 
joint or, sometimes, the caulked joint. This joint is made 
by first caulking up the annular space part way with 
tarred rope, or oakum, and then running hot lead into the 
remaining space. The hot lead; in cooling, contracts and 
draws away from the pipe, thus loosening the connection, 
and must, therefore, be caulked up tight again after 
cooling. 

The idea of the caulked lead joint which is shown in 
Fig. 11 is that, when caulked, the lead not only is forced 
against the sides of the bell and the spigot, but also is 
actually driven down onto the oakum so that it is held 
rigidly in position and, as soon as it becomes wet, swells 
in its confined space and makes a very tight joint. This 
type of joint has been used for many years on high 
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pressure water mains and it is dependable and has a long 
life, 


GAS PIPE JOINTS 
HE GAS companies have done a great deal of experi- 
menting with pipe joints and have tried caulked lead- 
and-oakum, caulked lead-wool, cement and various types 
of mechanical joints. The gas companies in England have 
adopted two standard types of gas pipe joints, these being 
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shown in Figs. 12 and 13. Another type of gas pipe joint 
which has met with considerable success is that known as 
the ‘‘Dresser’’ joint which is arranged as indicated in Fig. 
14. This joint is formed by the use of a sleeve covering 
the ends of the pipes, and at the ends of the sleeve a circu- 
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Fig. 15.—New Standard of Soil Pipe Association 


lar gasket is placed. Back of the gasket are concentric 
rings which hold the gasket against the ends of the sleeve, 
and outside of the rings are two circular discs through 
which bolts are run and which are used to draw the rings 
tightly against the gaskets. 

In cast iron soil pipe, a new standard joint has been 
adopted by manufacturers. This is being made in many 
foundries in accordance with the standard shown in Fig. 
15. The chief difference noticeable is the recess in the 
hub to prevent the slipping out of the lead after it has 
once been caulked. 

It is interesting to know that a soil pipe expansion 
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Fig. 16 


joint has been placed on the market for the purpose of 
taking up the expansion and contraction occurring in high 
buildings. This joint is arranged along the lines of the 
ordinary slip joint and is shown in Fig. 16. It consists 
of a machined sleeve which is allowed to slip up and down 
inside of an enclosing hub of special design. The hub is 
so designed as to have a large concentric space at about 
the middle of its length and to have this space reduce in 
either direction. The large space is filled at the factory 
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with two separate and special oakum packings, and lead 
is used both above and below the oakum, the lead being 
in the shape of tapered rings so that any movement of the 
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Fig. 17 


sleeve in either direction will result in a tightening action 
owing to the tendency to move the oakum and lead rings 
into the reducing annular space. These joints are all put 
together in the factory and are simply caulked into the 


CONTRAST OLD AND NEW BATIR( 


construction work seemed headed for a decline, the 

Master Plumbers and Heating Association of Rich- 
mond, Va., decided to hold a home comfort exposition in 
order to interest the home owners of the city in the latest 
and best types of sanitary plumbing and heating equip- 
ment. 


T° ORDER to create business during a period when new 


Of course, the first problem was to secure exhibits that 
would be unusual enough to attract the home owners and 
get them talking about the exposition. After a prelim- 
inary study was made by B. Y. Kinzey, executive manager 
of the association, a joint meeting was held with the 
wholesalers at which the plan for the exposition was laid 
before them and their co-operation 
secured. 

Each wholesaler then joined the as- | , 
sociation in seeking the co-operation | 
of the manufacturers with the result 
that a very favorable reception was 
enjoyed. 
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soil line in any location desired. The total movement 
which these expansion joints will take up is about 4 inches, 
In the cases of cement (concrete) pipes, an entirely dif- 
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Fig. 18 


ferent type of joint is used. In this case, the shell has a 
groove cut in one end and a corresponding projection cast 
on the other end. When laid, the projection is fitted into 
the groove, which serves to keep the pipe in alignment, 


Beginning in January, committees composed of both 
association members and wholesalers went to work on 
plans for a creditable exposition both from a standpoint 
of exhibits, attendance and business resulting. Many prob- 
lems were met and some of them are outlined because 
they may demonstrate the attitude of those handling the 
exposition. 

First, Richmond has had many shows: Food shows, 
automobile shows, Made-in-Richmond expositions, and 
many others. At all of these an admission fee has been 
charged but free passes were available all over the city, 
music and other entertainment has been provided, and 
each exhibitor has given away hundreds of dollars worth 

of samples, souvenirs, etc. 
In handling the Richmond Home Com- 
fort Exposition, it was decided that 
attendance for the sake of num- 
bers means nothing, that free 

prizes and souvenirs attract a 
N class of attendants that 
>» mean no business for the 
APs plumber and that such 
Lo a practice is unde- 
sirable. Therefore, 
every effort was 
exerted to se- 
cure atten- 
dance of 
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t and any inequalities or openings around the circumfer- 
. ence are cemented up. These openings may also be ce- 
‘ mented from the inside if the pipe is large enough to per- 





























Fig. 19 
a mit a man getting inside of it to work. A joint of this 
t character is called a halved joint and is illustrated in 


° Fig. 17. 
" Concrete or cement pipe of smaller size is sometimes 





home owners and prospective home owners—people who 
might be interested in new work or replacement work. 
t Quality rather than quantity was the goal, a plan which 
it was felt all plumbing and heating contractors should 
follow in getting business. 


Second, to get results, it was felt that each visitor at 
the exposition should have individual attention. There- 
, fore, the exposition was set for three weeks in order that 


1 the attendance might not prevent individual attention. To 

1 further assure individual attention, each association mem- 

’ ber was given one floor day each week and he was pro- 

1 vided with invitations to mail-to his customers and pros- 

1 pects inviting them to attend a bathtub party on that floor 
day. Each member’s invitations were 

P divided into three groups, one group 

t being invited each week. 

, Third, the manufacturers and 


e wholesalers agreed to assist in 
1 selling, but also to stay in the 
t background and let the real 

; contact be with the 
1 plumbing and heating 
contractor. It was 
’ further agreed that 
every prospect 

‘ obtained 
‘ should be 
turned 
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made with a concave-convex style of joint in which the 
end of one pipe is terminated at an angle which corre- 
sponds with the angular end of the next piece. It will be 
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Fig. 20 


seen that this joint is somewhat like the halved joint, 
inasmuch as it tends to center the pipes when they are laid 
and to prevent displacement later. This joint is shown 
in Fig. 18. (Continued on Page 91) 


TROOMS AT RICHMOND EXPOSITION 


over to his own plumbing and heating contractor, if a 
member of the association. Otherwise all prospects were 
to go to one of the men on floor duty on the day on which 
the prospect was obtained. 

To arouse interest preliminary to the opening of the 
exposition, the association advertised for the ‘Oldest 
Bathroom in Richmond,” offering a new bathroom in ex- 
change. This created a great deal of interest and comment 
although only 20 entries were received. Contrary to the 
common expectation, the oldest bathroom entries did not 
come from the poorer sections of the city but from the 
finer residential streets—Franklin, Grace and others—and 
the winning entry was from 104 West Franklin street, 
opposite the Jefferson Hotel, one of 
the finest hotelries in the country. 

In accordance with the plan, this 
old bathroom outfit was installed in 
one of the show windows and con- 
trasted with a modern bathroom com- 
prising a built-in tub with shower, 

(Continued on Page 92) 





The new modern bathroom 

shown at exposition § fer 

contrast to the old one on 
display 








The Plumbing and 
Heating of the new 


Pasadena City 
Hall 


HE RECENTLY completed city hall of Pasadena, 
California, which occupies an entire city block, is 
one of the most beautiful buildings in Southern 
California. The architectural design is a composite, com- 
bining ideas from France, Spain and Italy, and is best 
characterized as Mediterranean. The tower is 205 feet 
above the sidewalk level, in the center of the front facade. 


















View in boiler room, showing boilers 
and oil burners 
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Equipment for ventilating the toilet 

rooms. Air is drawn in by an electri- 

cally operated ventilating fan and ex- 

pelled through a vent in the roof of 

the building. A separate duct leads 

from a wall grating in each toilet stall 
to the main duct 


The vacuum and boiler feed pump 
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At either end a wing runs back at right angles 238 feet 
back. The two wings are joined by a two-story arcade 
17 feet in width. The enclosed patio is landscaped and 
has a solid cast stone fountain in the center. 

With the exception of a steel frame work for the tower, 
the building is constructed throughout of reinforced con- 
crete and cast stone. The plumbing, heating and ven- 
tilating installations were put in by the Jones Heating 
Co., Pasadena. In addition to the mechanical installa- 
tions, approximately 400 plumbing fixtures were installed. 
The heating plant consists of a water tube, low pressure 
boiler, equipped with two oil 
burners. There are 8,500 feet 
of radiator surface in the 
building and every room is 
equipped with a temperature 
regulator. While, as shown in 
the illustration, provision has 
been made for the installation 
of a duplicate boiler plant, this 
is regarded as unnecessary, as 
during the past winter the pres- 
ent system was found to be 
ample. Oil is fed to the burn- 
ers by gravity from a 2,000 gal- 
lon capacity oil tank. 

There are approximately four 
miles of piping in the building. 
This includes the heating sys- 
tem, a high pressure fire sys- 
tem, hot and cold water system, 
ice water system, ete. All 
steam, hot water and ice water 
pipes are insulated. All soil 
pipe is extra heavy. All plumb- 
ing fixtures are white with 
white metal trimmings. This 
public toilet is located in the 
basement of the building in its 
south end. 

The bilge pumps in the rain 
water drainage system are for 
flood control. There are two 
of these installations, one in 
either end of the building. The 
function of these pumps is to 
take care of flood conditions 
when the storm drains, which 
run along each end of the build- 
ing, are flooded by excess 
drainage from the roof. Draint- 
age from the roof is carried in 
pipes concealed within the 
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walls of the buildings and empties into these terminal storm 
drains. When these latter become flooded by excess drain- 
aze the bilge pumps are started. In Pasadena all roof 
drainage runs into the streets, not into sewers, hence 
there are times when provision must be made for taking 
care of excess water. 

Three automatic, hot water tanks are installed in the 
building, one in the central section and one in each wing. 
These supply hot water for the lavatories and shower 
baths and in fact take care of the entire hot water re- 
quirement. 

An 1,800 gallon capacity steel storage tank, equipped 
with a circulating pump, supplies the water for the foun- 
tain in the patio. The water drains from the pool of the 
fountain by gravity back to the storage tank in the base- 
ment and is returned through the fountain. 

Because of the varying water pressure experienced in 
Pasadena it was necessary to install an automatic com- 
pressed air plant to insure a constant supply of water on 
the fourth floor. This consists of a tank 3 by 10 feet in 
size equipped with an air compressor 
pump. 

The plumbing and heating con- 
tractor is always interested in fine 
buildings, first on account of their 
beauty and the air of prosperity they 
give to the city in which they are 
located, and secondly because they 
know that a fine building, in order 
to be consistent, must be equipped 
with fine plumbing and fine heating 
installations. So it is a pleasure to 
show buildings of this character. 
Even the man who is familiar with 
the trend of modern building con- 
struction cannot help but marvel at 
its progress. 

Buildings of unusual beauty, build- 
ings of un- : 
usual engi- 
neering feat- 
ures, buildings 
of astounding 
proportions 
are appearing 
in our great 
cities, and 
many smaller 
Cities and 
towns are not 
far behind. 

Within a few 
weeks one 
hears of a 
new structure 
to seat 40,000 
People, a 
building that 
is planned to 
rise into the 
air 110 stories, 
a new build- 
ing that is al- 
ready re- 





































A steel storage tank of 1,800 gallons ca- 
pacity. This is equipped with a 400 gal- 


nowned lon per minute circulating pump which 
throughout supplies water for the fountain in the 
the world for _— 

its beauty, a 

Stadium’ _ that 
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seats 160,000 people, a building that will soon appear which 
will be more than twice as large as any building now in ex- 
istence. These are only a few of the high lights of building 
construction. And this does not take into consideration 
the trend in the modern construction of dwellings, which 
have conveniences and facilities never heard of in previous 
years. 

California is to be congratulated upon its 
beautiful buildings. Many of them show the influence of 
Spanish design, while others are distinctly Californian. 


new and 














Above, bilge pumps for flood control. 





Left, automatic water heater and 
tank, 200 gallons capacity. Three of 
these installations supply the hot 


water 


Above is the compressed air tank for insuring a constant supply 


of water on the fourth floor 
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These three types of installations of sewage disposal systems are not recommended 


An Interesting Septic Tank Problem 


By R. M. STARBUCK, JR. 


“Pittsburgh subscriber,’’ forms the basis of a dis- 
cussion which we think will be of interest. 

“Being a subscriber of ‘Dumestic Engineering,’ I take 
the liberty of asking your opinion on the following prop- 
osition: 

‘Suppose several men buy say 100 acres of land, and 
divide it into one acre or one-half acre lots, with the idea 
of establishing a summer colony, permitting one cottage 
on each lot for residence purposes only. 

“‘Now to install a proper sewage system, I think each 
cottage should have its own septic tank, in its own front 
or back yard as the case may be, drain the water closet 
only into the tank, drain the rest of the house,—laundry 
tubs, sink, lavatory and bath into a grease trap, and then 
into the sewer. 

“I think the conductor should drain into this sewer 
also, to help flush it. See Fig. 1. The grease trap should 
be in the lawn, and grease cleaned regularly by a paid 


man, same as the garbage is lifted. I understand grease 
retards septic action. 


T FOLLOWING inquiry, recently received from a 


harmless, before discharging into river. He does not say 
what chemical to use. See Fig. 2. 

‘Another way might be to have one sanitary sewer for 
water closet, one storm sewer, and have a community 
septic tank. See Fig. 3. 

“Thank you for any suggestions you may make.” 





In each one of the three methods of disposal suggested, 
final discharge of the sewage is into the river. We have 
no information concerning the nature of the country 
through which the river flows, or concerning the uses to 
which the river water may be put further down the stream. 
We think it is wise, however, to consider that the river 
should be saved from pollution just as far as this can 
possibly be done. That being the case, one of the chief 
factors in making a selection of a disposal system, would 
in our estimation, be the danger of stream pollution from 
the use of the different suggested methods of disposal. 

We do not know a thing about the nature of the soil, 
but as nothing is said to the contrary, we presume that 

it is O.K. to discharge the 





*‘My friend thinks that all 


fixtures could discharge into ie, 


one sewer except conductors, eine, 


because the place would not ; 


be paved and the ground 
would absorb the roof water. 
There are no cellars; all cot- 
tages would be set upon 























effluent of the septic tank 
into it. 

In the letter that has been 
submitted, it is suggested 
that only the water closet 
waste be discharged into the 
septic. tank, and that the 
waste from all other fixtures, 















































posts, as this place would be Sa P into. Glapeid including kitchen sink, laun- 
occupied only in summer, or inn Trop) sant dry tubs, lavatory and bath- 
four months in a year. He . =— tub, discharge first into 4 
says one sewer would do, ‘ | i ies grease trap and then into 
and catch all sewage and — sien Ps pe the sewer. 

greases in a tank and by ; Tonk to od It is true, as correspondent 
using some chemical neu- states, that grease 13 
tralize the same to make it Fig. 4 harmful to the action of the 
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septic tank, and should be 


kept out of it as far as pos- ae ee 


sible, and that this result can 
be assisted by discharging the 
kitchen sink to an _ under- 
ground grease trap, but it is 
not our idea that any other of 
the house fixtures should dis- 
charge to it. 














/n Olsposa 
‘Ground passes through the filter bed, 


catch basin or grease trap be- 
fore entering house sewer.’”’ 

In Fig. 6 we show an illus- 
tration taken from the Ohio 
State pilot drawing, which ex- 
plains graphically the interest 
of this requirement. 

We note in Fig. 1 that after 
the effluent of the septic tank 














A SUGGESTED METHOD 








it is then discharged into the 





N FIG. 4 we show the first 
method suggested for han- 
dling the sewage from each of ls 














| | sewer. We do not just under- 








Septic / 


stand this. The common 
method of disposal from a 








the cottages. This plan would 
be good provided it is not ob- 
jectionable to discharge the 


Fig. 5 





kitchen waste into the river. If not objec- 





tionable, however, why go to the expense 
of grease traps? Why not discharge directly 
to the river? 

As a matter of fact, no doubt the results 
would be satisfactory in this instance, even 
though not quite so efficient, if no grease 
trap were used, and the entire sewage of the 
house discharged to the septic tank. This 








no doubt would be the method commonly 
used. This method if practicable, would 
overcome the necessity of installing a sewer. 
Fig. 5 shows the method suggested. 

In Figs. 4 and 5 we have shown the work 
vented, but very likely this part of the work 
may be more or less modified, a fact which 
does not affect the problem that is under 








discussion, however. 

While speaking of the outside grease trap, 
it may be of interest to digress somewhat, 
and speak of its general use. — 

In some parts of the country it is prac- 
tically unknown, while in other sections it 
is in extensive use. However, it is not only 
used to keep grease out of the septic tank, 











but in city work also, it is much used to 
intercept grease and keep it from clogging 
the house drain and branches. 

It has an extensive use in connection with 
hotels, restaurants, club houses, institutions 
and wherever grease in quantity is likely to 
enter the drainage system. 


The state of Ohio for instance, in its state 






































Plumbing code, has the following provision, 

















—Greasy waste from hotels, restaurants, 6. 
institutions, etc., shall be intercepted by 
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septic tank is to discharge the 

effluent into a system of 

broken-joint tile laid under- 
ground, and as close to the surface as feas- 
ible. This allows the sewage to pass into 
the ground and thus be handled without 
further attention. If filter beds have to be 
constructed, however, this would be much 
more expensive, and less desirable. 

For a summer colony, a simple form of 
septic tank is sufficient. Such a tank we 
show in Fig. 7, and in Fig. 8 a typical layout 
for an underground system of disposal. 

The second method proposed is to dis- 
charge all fixtures into the sewer. This of 
course would seem to be the_ simplest 
method that could be used, but would pro- 
duce pollution of the river, which no doubt 
would be entirely objectionable. 

The third method is explained at the end 
of the last paragraph in the letter of inquiry. 
According to this plan, there would be a 
system of sewers for water closets only, and 
another for storm water, into the latter all 
other fixtures discharging. 

A double system of sewers would be ex- 
pensive, and apparently the disposal ground 





























































































te under this method would have to be close 
er —S to the river. This would seem to make the 
4 an a liability of river pollution greater than in 
Tet | the use of a septic tank for each cottage. 
2, Moreover, the discharge directly into the 
*, river of waste, from fixtures other than 
es water closets, would cause pollution. 
Ay SEPARATE SEPTIC TANK FOR EACH 
aN ae ¢ 7 Sewer | COTTAGE . . 
— FTER considering the situation care- 
fully, our judgment would be in 
Fig. 6 favor of using a separate septic tank for 
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ls there any difference 


Can you imagine a jeweler being asked this question? Hardly! Yet, to 
a casual glance, there’s little difference between the two in appearance. 


But what a difference in value—in worth! 


The difference between a 


silver quarter and a twenty-dollar gold piece. And the jeweler has 
educated his customers to appreciate this dif- 


- = 
~ 


em | ference. Otherwise, his profits would be only a 
‘g — \ fraction of what they are. 
\ 
? ie; J) 4 To the plumber, this is an object 
N ye 0 TG lesson in the making of greater 






Fixtures with 
Acid-Resisting 
Enamel add to 
the livableness 
of the home, 
and also to its 
sales value. 
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profits. There’s a world of dif- 
ference in enamel. Take, for in- 
stance, the difference between 
"Standatd” Acid-Resisting 
Enamel and regular, ordinary 
enamel. 
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between white gold ana silver? 


To the plumber, it’s the “white gold and silver difference.” But how 
many of your customers appreciate the great value and worth repre- 
sented in the spotless, stain-proof, easy-to-keep-clean features of Acid- 
Resisting Enamel? 


In every one of its national advertisements, in its booklets, its show- 
rooms, “Standard” is creating a desire for Acid- —s 
Resisting Enamel. It is helping you to educate Me] 2 
your customers—making it easier for you to sell 
“white gold” instead of “silver” : 
—and increase your profits 

thereby. If you “carry on” — 

these profits are yours! But if 

you don’t—well, it’s up to you! ts 


longer years of 


Standard Sanitary ‘Mfg. Co. Satisfactory 


PITTSBURGH use to Laun- 
. dry and Bath- 


room, as well : 
as kitchen fix- 
tures. 
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each cottage, and discharging all the waste from the house 
to this septic tank. This plan would do away entirely with 
a sewer, and so far as we can see, would save the river 
from the possibility of pollution. If for any reason that 
we are not aware of, there is objection to this plan, we 
hope that our discussion of the subject will provide suffi- 
cient information to act upon. 

There is room for difference of opinion concerning the 
proper handling of this problem, and we shall be glad to 
have an expression of opinion concerning it. 


Flame Heats Under Water 


N AN effort to overcome the resistance offered to heat 
| transmission by the materials used in boiler construc- 
tion, English inventors have been working on a 
method of transferring the heat of combustion directly 
from the fire to the water. 

In the ordinary steam boiler, the process involved in 
the transmission of the heat in the hot gases to the boiler 
surface and through this surface into the water in the 
boiler, offers considerable obstruction to the free passage 
of heat. The layers of gas molecules do not readily im- 
part their heat to the boiler surface and a good circulation 
of water must be maintained in the water inside of the 
boiler in order to carry the heat away rapidly and to pre- 
vent overheating of the boiler material. 

The scheme evolved by English engineers is shown in 
Fig. 1 which represents the apparatus set in a body of 
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Fig. 1 


water presumably in the interior of a boiler. The device 
may be described as an oil burner operated by compressed 
air which has sufficient pressure to blow out a bubble 
around the flame. 

This bubble forms a combustion space in which the oil 
burner flame carries on the combustion of the oil. From 
time to time, as the bubbles grow larger, portions break 
away and rise to the surface of the water in the manner 
indicated in Fig. 1, but a new bubble is then formed and 
the flame is prevented from being ‘“‘drowned.” 
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The chief difficulties which it would seem to be neces- 
sary to overcome in this scheme would be to have the air 
pressure and oil pressure sufficient to overcome both the 
steam pressure in the boiler as well as the hydrostatic 
head due to the depth of the water, and to take care of 
the products of combustion after they rise to the surface 
of the water to prevent them intermingling with the steam. 

In any event the proposition is a most interesting one 
as it is an indication of the trend of modern thought 
toward greater efficiency in engineering processes. 

For a number of years we have not expected a boiler 
efficiency of much over 80 per cent even under the best 
of operating conditions. Recently boiler efficiencies around 
90 per cent have been attained and now comes along this 
scheme in which 100 per cent absorption of the heat of 
combustion is being sought. Just how much practical use 
can be made of this idea remains to be seen. 


Smoke Studies 


Smoke in the atmosphere, especially when combined 
with mist to produce fog, brings about a great lowering 
of the daylight. At the present time a great loss of light 
results in large cities from the effect of smoke. A study 
of the decrease of light by smoke, now being made by 
the United States Public Health Service in New York 
City, at the lower end of Manhattan Island where the 
air is very smoky, showed an average loss of daylight due 
to smoke in January of 1927, on sunny days, of 42 per 
cent at eight o’clock in the morning, and of 18 per cent 
at noon. These amounts of loss of daylight decreased, as 
the year advanced, to 33 per cent at eight a. m., and six 
per cent at noon, in June. These figures are for clear 
sunny days; for foggy days, the loss is much greater. 
The loss of light due to smoke in the atmosphere is great- 
est early in the morning or late in the afternoon, and 
least at noon. As would be expected, the loss of light is 
greater in the winter than in the summer. The figures 
given show the great importance of getting rid of smoke 
in our great cities. Loss of daylight or the light rays, is 
not the only evil resulting from the presence of smoke in 
the atmosphere; smoke also cuts out to a much greater 
extent the ultra-violet rays so necessary for health. 

The amount of light reaching us at different times of the 
day, at different times of the year, and under different 
conditions of weather is of interest. Illumination is 
measured in a unit called the foot-candle, one foot- 
candle being the illumination on a surface at a distance 
of one foot from a standard candle. Records of daylight in 
Washington, D. C., have been made since July, 1924, by 
the United States Public Health Service. These records 
show that at noon 6n a bright day in midsummer the il- 
lumination seldom exceeds ten thousand foot-candles. In 
midwinter at noon on a bright day it seldom exceeds 
3,500 foot-candles. The difference in illumination on 
sunny and cloudy days is illustrated by the average 
illumination for such days in December, 1924, and in 
June, 1925. In December the average illumination on 
cloudy days was found to be about 23 per cent of that 
on sunny days. In June this ratio was about 26 per cent. 
Great variations in daylight take place when small clouds 
pass over the face of the sun on a clear day. In such 
cases the light may fall from 9,000, or more, foot-candles 
to 3,000, or less, in one minute’s time, and return to the 
original amount during the succeeding minute. 

Large increases of light may be produced by the re- 
flection of light from banks of white clouds to the north 
of the sun, and very great decreases by the heavy clouds 
of thunderstorms. Sunlight is of great importance [0 the 
heating and ventilating contractor and engineer. 
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Fig No. 209 Ny Fig. No. 12 
PACKLESS VALVE AIR ELIMINATOR 











Fig. No. 85 ~ Fig. No. 80 
DUPLEX BOILER DIRECT RETURN 
FEEDER TRAP 


HE many large buildings throughout the country that are equipped with MILVACO 
Heating Systems and Specialties are bona fide evidence that the engineers have been satisfied 
with their superiority in actual performance. 

For twenty-seven years the Milwaukee Valve Co. organization has been developing heating 
equipment that is correct from an engineering standpoint and practical and dependable in opera- 
tion. In addition it manufactures an unexcelled line of “Milwaukee” standard brass valves, packed 
type radiator valves, gate, globe, angle, check valves, etc. 


Get the habit of specifying and installing MILVACO exclusively. 
Write for complete information—Dept. M., 


MILWAUKEE VALVE COMPANY 


MILWAUKEE, WISCONSIN 
OFFICES IN ALL PRINCIPAL CITIES 


Mention Domestic ENGINEERING when writing advertisers. 
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IDEAL 
RCOBLAST 


ees 2 HEATERS 
Exclusively for Big New 


York Service Station 


HE new Chevrolet service station of the 
General Motors Corporation located 
at 56th Street and facing on both 10th and 
11th Avenues, is equipped with Ideal ARCo- 
Baeaee BLAST Heaters. The six unit heaters on this 
SF job, equipped with ARCOBLAST, have a total 

— cokm” ~~ Capacity of 1,650,000 B. T. U’s. 


The following firms were em- "This is only one of the many installations 
ployed in the construction of the 

New York Chevrolet service where Ideal ARCOBLAST Heaters are success- 
Station erecte y the Genera e e 

Motors Corporation: Architect fully performing under a wide variety of 
and engineer, Albert Kahn, Bo air . 

Detroit; General Contractor, CONditions requiring the most effective type 
Turner Construction Co., New 


York; Heating Contractor,George of unit heater equip ment. 
E. Gibson Co., New York. Six 


unit heaters of the blower type These five outstanding features of Ideal ARCOBLAST Heat- 


urnished by Johnson Fan & ; : ‘ , . 
. Show Bg aot Illinois. ers will meet the engineer’s most exacting demands in unit 
heater work— 


1, Rugged Unit Design. 2. No Soldered Steam-backed Joints. 
3. Non-Corrosive. 4. Ample Tube Steam Carrying Capacity. 
5. Minimum Weight Without Impairing Strength. 


AMERICAN RADIATOR COMPANY 


VENTO DEPARTMENT: 816-820 South Michigan Ave., Chicago 


Makers of IDEAL Boilers, AMERICAN Radiators, ARCO Tank Heaters, VENTO Ventilating Heaters, 
AIRID Air Valves, MERCOID Controls and devices for drying, humidifying, cooling and refrigeration. 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, Baltimore, Washington, 
Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, 
Minneapolis, Omaha, Kansas City, Denver, San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan Brussels, Berlin. 


















Mention Domestic ENGINEERING when writing advertisers. 








ction Against Stream Pollution 


M 


neering.” 


ANY articles on various phases of stream pol- 
lution have been published in “Domestic Eng- 
Then gradually, numerous associations 


including the National Association put themselves on 
record as being aggressively in favor of the “pollution 
of streams”’ resolution prepared by “‘Domestic Engi- 


3 


neering.’ 
tion are given below: 


National Association of Master Plumbers. 
Illinois Master Plumbers’ Association. 
Wisconsin Master Plumbers’ Association. 
Iowa Master Plumbers’ Association. 

West Virginia Master Plumbers’ Association. 
Minnesota Retail Plumbers’ Association. 
Kansas Master Plumbers’ Association. 

Ohio Master Plumbers’ Association. 

Maine Master Plumbers’ Association. 


Michigan State Association of Plumbing & 


Heating Dealers. 


New York State Association of Master 
Plumbers. 

Missouri State Association of Master 
Plumbers. 

Louisiana and Mississippi Association of 
Plumbing and Heating Dealers. 

Alabama State Association of Master 
Plumbers. 


Associated Master Pumbers of Texas. 


The associations that endorsed this resolu- 


Ontario Society of Sanitary and Heating En- 


gineers. 
Colorado Society of Sanitary and Heating 
Engineers. 


Georgia Master Plumbers’ Association, 

Tennessee Sanitary Engineers. 

Oklahoma State Association 
Plumbers. 

North Carolina Association of Plumbing and 
Heating Contractors. 

Master Plumbers’ Association of Pennsylvania. 

New Jersey State Association of Master 
Plumbers. 

Kentucky Master Plumbers’ Association. 

Connecticut State Master Plumbers’ 
ciation. 

Master Plumbers’ Association of Wyoming. 

Montana Master Plumbers’ Association. 

State Association of Master Plumbers 
California, 


of Master 


Asso- 


of 


It is interesting to note that, in the meantime, various states have been taking 


this matter up. 


Texas, for instance, with its sparse population, is as aggressive 


against stream pollution as some of the states with 31 times the number of per- 


sons per square mile. 


As an indication of the activity of Texas against stream 


pollution, a recent address by W. J. Turner of Austin, Tex., is given below: 


TO PROTECT THE WATERS OF TEXAS 

N THE beginning within the state of Texas, a parcel of 
| land lying more than 800 miles from north to south 
and an even greater distance from east to west, were 
mountains and marshes, majestic forests and the Great 
Staked Plains; hill lands and rolling prairies, sweeping 
valleys and uplifted tablelands. And through it all there 
was threaded a magic web of little streams growing into 
larger streams on the long journey across Texas from 
the uplands to the Gulf. Rising in the northwest and 
flowing southeast, the major streams flowed in unbroken 
lines, finally to reach the Gulf and there pour out their 
burdens of sweet pure water whose coolness had nurtured 
the buffalo, the antelope, and the deer hundreds of miles 
away and whose cleanliness had laved the bodies of In- 
dians and hardy pioneers. 

There was no pollution in Texas then, and the virginal 
Durity that held dominion over all things was not to be 
fouled for many years to come. Great cities began to grow 
along the banks of rivers and industries sprang up to fill 
the Purses of the people. Then it was that the dread 
blight of pollution began to poison Texas. Within the 
memory of the present generation there was an “old 
swimming hole” for the youth of every community near at 
hand and, too, there was a pool into which youth could 


_ 


dip fishhooks and be confident of success. But there came 
a time not long ago when a policy of carelessness per- 
mitted the turning into rivers of sewage and waste until 
all aquatic life died and a miserable stench arose from the 
river banks. . 

Finally an aroused populace demanded that something 
be done to protect and restore the purity of the waters of 
Texas. There was enacted by the legislature an anti- 
stream pollution law designed to prevent the uncontrolled 
flow of pollution into our streams. The department in 
control of stream pollution is charged not only with the 
duties of conserving those resources, but it is expected that 
their efforts will result in an increase of the fish life and 
wild life of this state. 

We are interested in providing waters in which fish may 
thrive, but we realize that in providing waters suitable for 
fish, that more in another direction is being accomplished. 
After the eradication of pollution, waters are adaptable for 
fish life, and then those waters are ordinarily suitable for 
domestic and live stock purposes, and this is a big con- 
sideration. When pollution of our streams is stopped, 
public health, which is always in danger from pollution, 
is given an additional safeguard. The general appearance 
of the community through which a stream passes or near 
which a lake is situated is greatly enhanced. Therefore, 








36 DOMESTIC 


our work to provide 
better water for fish 
and to protect those 
waters from pollution 
serves a manifold pur- 
pose. 

In considering the 
matter of pollution, 
one of our first ques- 
tions is the source of 


pollution. We have 
found that oil from 
fields and_ refineries 


presents a big problem. 
Another problem is fac- 
tory waste and waste 
from packing plants. 
There are the problems 
of salt water from oil 
fields, municipal pollu- 
tion, which is of several sources, and the pollution that 
comes from ships visiting our harbors and cleaning their 
bilges in fish-producing waters. 
Crank Case Drainage a Source of Pollution 

One of the sources of municipal pollution that we are 
giving considerable attention is that of the drainage of 
crank cases from automobiles. The oil taken from one 
crank case is not of serious consequence, but the oil taken 
from thousands of crank cases does present a grave prob- 
lem. If the municipalities would provide the necessary 
regulations to penalize those who place crank case drain- 
age into sewer systems, this source of pollution might be 
readily eradicated. 

Oil field pollution can be successfully handled. Where 
we have been able to obtain co-operation from producers 
of oil, they have provided the necessary traps or dykes to 
keep oil from going into the streams adjacent to those 
fields. Salt water is often encountered in oil fields, and 
can likewise be taken care of. Cavity wells and storage 
reservoirs have been found in many instances to success- 
fully care for the salt water, releasing that held in storage 
when flood conditions prevail, thus minimizing the damage 
that might otherwise be done by a large amount of salt 
water going into the fresh water lakes or streams of this 
state. 

Many municipalities have long ago recognized that sew- 
age and other waste that would pollute any stream into 
which it went could be cared for through modern disposal 
plants, and such disposal plants can also be provided for 
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A typical example of stream pollution 
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packeries. Others have 
found that there igs 
considerable profit in 
the salvaging of crank 
case oil for practical] 
purposes. Economies 
have also been worked 
out by refineries and 
oil producers in pre- 
venting the waste of 
oil from their fields 
and plants. While it 
may not be. succegs- 
fully claimed that oil 
pollution of the 
streams of this state 
would endanger the 
public health, there 
are other sources of 
pollution that do seri- 
ously endanger the public health and welfare. 

We have sought, at all times, to obtain the co-operation 
of the parties heretofore guilty of pollution before resort- 
ing to court action. In most instances we have obtained 
splendid co-operation, but we have not hesitated to resort 
to the courts when necessary. 

Other states have achieved some degree of success work- 
ing through an agency directly concerned with the pollu- 
tion problem, and it is well that in Texas a department of 
our state government is made responsible for the enforce- 
ment of regulations dealing with pollution. 

It is particularly fortunate that nowhere in Texas has 
the problem of pollution become so serious that we must 
surrender. In some other states, where industrialism is 
more highly developed, and in those states that are almost 
entirely dependent for an economic livelihood upon their 
industries, the white flag of surrender is flown on some of 
the streams. There the blight of pollution has so com- 
pletely settled that authorities believe the task of rescu- 
ing them is too gigantic to be within the realm of possi- 
bilities. 

The streams and lakes of Texas are among our 
greatest and most beneficent heritages. With an aroused 
public sentiment and sympathetic understanding of our 
problems, it will be possible, in a comparatively short 
time, to rescue from the blight of pollution those streams 
and lakes which have suffered most, and to definitely and 
forever remove the menace of pollution from some of the 
streams that yet retain their pristine glories. 




















In Washington in 1926 thirteen nations signed an agreement against pollution of navigable waters by oll 
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are giving Faithful s service ft , 750, 000 users 


That’s a lot of air valves, and the way Dole makes them, means 
a lot of satisfaction to users, and good profits to jobbers and 
contractors. For years The Trade has 
known that you cannot go wrong on 
a Dole Product. Well made—nationally 


used and endorsed. 


These are good reasons why you 
should profit by the sale of Dole Syphon 
Air Valves 


May we send you full particulars? 
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Automatic | Non-adjustable 
All Metal Thermostatic 


YPHON AIR VALVE 


The Dole Valve Company, 1913-33 Carroll Ave., Chicago, II. 
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the Pumps that 
e C annot Pus { / 


é aa —i. Rust, the eternal enemy of iron and steel, is ever alert for the attack 
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=——7-._ whenever these metals are exposed to water, and protective coat- A 


tt ings areat best only a partial defense. 4 Positive protection 
a j ory => against the danger of rust has been achieved in the Pen- 
[ kt ~— berthy Automatic Electric Sump Pump and the Pen- 
tH arautic) dest > berthy Automatic Cellar Drainer, by the complete 
oi * lar Dr. iner sel elimination of iron and steel. These pumps are 
a 1: eae 2 B ears 7 Bee they cannot rust. @ Dependability and de wage 
; nea 7-7, ~2—s economy of operation are consistent =~->-+— 
PO . xg E [= hi wee =» withthe quality of materials used 
tt 1}. 7 es =» in the Penberthy Automatic 
Timp. Ws) Cellar Drainerandthe Pen- 
: —+t. |= _ — — berthy Automatic Elec- 
EER iA De ts gts: } tric Sump Pump. 
: Both types are carried 
ais in stock by leading 


jobbers through- 
outthe country 
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Low Pressure Heating Boilers and 


~ Vacuum Pumps 
By MAX PAUL MILLER 


today is what is known as the return line vacuum 

heating system. But some vacuum traps are ineffi- 
cient and some installations are poorly designed and many 
a contractor does not give sufficient study to his layout. He 
is often unable to get in touch with the specialty manufac- 
turers because they do not have engineering departménts 
that are capable of properly checking up layouts and 
correcting errors, and in many cases the contractor will 
purchase his specialties through an unreliable jobber and 
when things go wrong, there is no one to assume the 
responsibility. 

This is the reason some vacuum heating systems are 
operating inefficiently today. 

It is a fact that has been proved many times that a 
first class vacuum system attached to a one-pipe or two- 
pipe gravity system is a very efficient method. By that 
I do not mean to say that a gravity system, if it should 
be the best and most efficient of its kind, would not be as 
good as a vacuum system. 

Many a heating contractor can go out and get business, 
turning over old plants to up-to-date vacuum systems dur- 
ing the winter months when business is not the best and 
so keep his force to work and as most of this kind of work 
is day work it is more profitable than bidding on highly 
competitive work and taking it at a low figure just to 
keep the organization together. 


O« of the popular heating installations we have 
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I have done much of this work in the past twenty years 
and have installed vacuum systems in coal breakers where 
they were using the culm under the boilers. 


Vacuum systems, where steam pumps are used, usually 
have the services of an experienced operating engineer. 
The pump operates continuously and not so much care 
need be exercised as when the same vacuum system is 
installed on a low pressure plant using electrically driven 
vacuum pumps and cast iron boilers. In these low pres- 
sure plants there is no experienced man to look after the 
plant. In fact, the person who is supposed to operate the 
system knows little about it, usually has several other 
jobs to look after with the result that the plant gets little 
or no attention. It is necessary therefore to design such 
plants with great care and much study should be given 
them so that the plant can be operated without any serious 
difficulties. It should be made as near foolproof as pos- 
sible so that when the fires are banked at night there will 
be no loss of water in the boiler to cause breakage, so 
that the vacuum pump will not need to be operated con- 
tinuously through the night causing a large current con- 
sumption, and so that when the operator leaves at night 
he will not have too many valves to open and close to 
change from vacuum to gravity or vice versa. Because 
if he has too many operations to attend to, some night 
or morning he will forget something with the result the 
owner will get a large repair bill. Then the System will 
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The Curtin Valve will 
flush any closet with five gal- 
lonsofwater (agreat saving). 

The valve is self-refilling. 
It will refill any closet 
without the aid of a refill 
tube from the ballcock. 

It entirely empties the 
tank at each flush. 


Constructed of cast ( 














bronze and copper, it will 
withstand the hardest 
waters. 

It is used by the four 
leading potteries as standard 











equipment on their best . 
tanks.* \ 
*Names upon request. 
een \ 
1. Upper Lift Wire . ] 
(Copper) 
2. Lower Lift Wire (+ 
: (Copper) ‘\ 
| 3. Round Valve Top / 
| (Bronze) (- 
4. Valve Wire \ 
; (Copper) +) 
5. Cylinder (Copper) (, 
6. Float 
(Hard Rubber) 
7. Disc ; 
(Cast Bronze) ( : 
8. Cage \ 
(Cast Bronze) ‘} 
“ 9. Overflow Tube / , 
(Copper) \ 
10. Leather Washer > | 
11. Copper Washer ( 
12. CopperCheck Nut q 
13. Valve Base . 

















A. F. CURTIN VALVE COMPANY ,, S222) | 
Medford, Massachusetts 15. BronzeCheckNut |. 
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be- blamed,—not the operator. 

Let us consider carefully a few of the most important 
items in connection with the installation of a low pressure 
vacuum heating system. 

1.—The boilers can be set and piped up the same as 
any other system. If more than one are used, see that 
the header and outlets are large enough so that the veloc- 
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perfectly safe in operating such a layout on gravity or 
vacuum or vapor. 


SEE FIGURE 2 
N FIG. 2 we illustrate a system which has a ventilating 
| and heating unit below the water line of the boiler, 
and here it would be impossible to provide a_ by-pass 
around pump such as we describe in Fig. 1, 





Wofer line 









blast heater 


because if the by-pass were opened we would 
have to first fill the lower return and heating 
unit with condensation before we could return 
it to the boiler and while it is being done. 
so much water would be taken out of the boiler 
that we would endanger it and probably crack 
a few sections. The best plan therefore is to 
provide our vacuum pump with a proper float 
controlled switch. By this we mean that the 
vacuum pump receiver should be provided with 
a float and lever which should be attached to 
a switch which will start and stop the motor 
so that when the condensation reaches a cer- 
tain point in the receiver, it will start the pump 
and when it is pumped out to the low level it 
will stop the pump. See, too, that the receiver 








Fig. 2 


ity of the steam leaving the boiler under low pressures 
will not prime the boilers. This is just as important in a 
gravity system as in a vacuum system. Many a poorly in- 
stalled job has had no trouble through sheer luck but 
some day trouble is bound to occur if these connections 
are not made correctly. 

2.—The supply piping should be run with care and 
should be properly dripped through traps which have 
proved their worth. Each unit of radiation should be pro- 
vided with a trap. It is important that no steam line 
enter the return unless it is provided with a proper trap. 

3.—The return mains are very important, particularly 
their location. In nearly all cases these returns can be 
run overhead, the only portions below the water line of 
the boiler being those that drop to the pump, but in some 
cases this can not be done. Sometimes there is radiation 
on the same level with the boilers or there is a 


will hold a few gallons of water before the start- 
ing and stopping point, so that the pump will 
not be starting and stopping every two minutes 
or it would be just as well to have the pump 
operate continuously. 

Be sure that the motor is wired so that during the 
day when you wish to operate the system on a vacuum, 
that the motor will stop and start by the vacuum controller 
and water switch, because regardless of the amount of 
vacuum carried when water reaches the receiver, it should 
be returned to the boiler immediately. Therefore during 
the day the pump will run when the vacuum has reached 
the predetermined low point and stop when a high point © 
is reached, but regardless of the vacuum controller, the 
float switch will start the pump when there is an excess 
amount of condensate in the receiver. During the night, 
the wiring should be so arranged that the vacuum con- 
troller can be cut out entirely and the motor operated by 
the float switch alone thereby making the pump an ordi- 
nary pump and receiver for night use. 





ventilating system using radiation which is a 
couple of feet below the water line of the boiler, 
ir it is an old system which formerly hada wet 
return run around the outer wall of the building 
near the floor and below the water line of the 
boiler, then great care should be taken with the 
installation. 


STUDY FIGURE 1 





Trap 
\ 
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ET us refer to Figure 1, where we will find 
L the ideal conditions where all piping is 
above the water line of the boilers and not 
much danger is experienced when the vacuum 
pump is shut off and the condensation is allowed 
to return to the boiler by gravity. Insuch a sys- 
tem, the vacuum pump can be by-passed at 





























night and a connection taken from the suction 
of the pump properly valved as shown to the 

















discharge of pump and the system operated as 

a vapor system. When this is desired, a vent 

valve and a boiler return trap should be added so the 
condensation can be properly returned and the system 
vented at all times. When the by-pass valves are opened, 
we cannot lose much water out of the boilers because so 
little of the piping is below the water line and we are 


Fig. 3 


FIGURE 8 
IGURE 3 illustrates how a vacuum pump should be 
vedo to an old gravity system with wet returns 
where the expenses would be too great to elevate these 
(Continued on Page 78) 
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Your Customer Pays No More 
to get these 1m portant features 








(2) The new Whale-bone-ite Hinge. Makes both seat 
and hinge one unbreakable, solidified unit, impervi- 
ous to moisture, absolutely non-corrosive. No other 
closet seat offers you this hinge. 























Whale-bone-ite’s inner construction. Lam- 
inated, alternating grain, hardwood core makes 
the Whale-bone-ite Seat proof against split- 
ting, warping or cracking. Every Whale-bone- 
ite Seat is guaranteed for the life of the 
building. 


WHALE-BONE-ITE Seat costs no more 
than the cheapest composition closet seat. 

This is a fact every prospective buyer should know. 
Why not sell him the best? Givehimthebetterconstruction, is molded in one operation as an integral part of the seat. 
the exclusive improvements, that have made the Whale-bone- Reinforced by a metal, die-cast, one-piece insert, it is covered 
ite Seat known everywhere as the world’s finest closet seat. ‘with highly-polished Whale-bone-ite having the same 
The Whale-bone-ite Seat is one piece. . . molded when _ strength and finish as the surface of the seat. Any model of 


soft into shape around a core of alternating-grain layers of | Whale-bone-ite Seat may be obtained with this new hinge. 


hardwood. It has no cracks or joints to harbor germs. No This new Whale-bone-ite feature will prove a sales 
thin veneered surface to —— through. Easy - clean, non- clincher if you will show it to your prospect and explain its 
inflammable, its beautiful surface will last a lifetime. construction. Get one of these seats today—through your 


The new Whale-bone-ite hinge on this famous closet seat jobber. Or write us direct, giving your jobber’s name. 


WHALE-BONE-ITE seat 


THE BRUNSWICK-BALKE-COLLENDER COMPANY: CHICAGO 


Albany Boston Chicago Dallas Detroit Kansas City Minneapolis Philadelphia San Francisco Tampa Ottawa 
Atlanta Buffalo Cincinnati Denver Harrisburg Los Angeles New Orleans _ Pittsburgh Seattle Washington Toronto 
Birmingham Charlotte Cleveland Des Moines Houston _ El Paso New York Richmond St. Louis Montreal Havana 


For free cross-section of a Whale-bone-ite Seat, address Dept. 246, Seat Division, 
The Brunswick-Balke-Collender Co., 623 South Wabash Avenue, Chicago 





_ | 














RETAIL ADVERTISING SERVICE 














We believe that most merchant plumbers believe in advertising. We also believe that many of them do 
not advertise because they have not the time to prepare the copy and secure the illustrations. This service 
is designed for those men. Every week we send subscribers to this service the cut and a reprint of this 

° 1 page. All they do is hand them to their local newspapers. For this service we charge 
Series No. 18 | | | : 

only $4.20 for twelve weeks. It is a convenient and economical arrangement. 














Time-saving for Mothers 


UCH of the newer ideas in the training 

of children has arisen out of the fact 
that in the modern home the mother no 
longer has to drudge as her mother did— 
that is, if the home is modern. Theres a 
right height for a sink—there's a right way 
to provide hot water—there’s a_ heating 
plant that doesn't require constant attention 
—there’s a bathroom easily kept clean and 
convenient as the older generation never 
imagined it could be. These things have 
helped women secure leisure. Has your 
home been modernized so that you can do 
some of the worthwhile things? 


(In this space your Name, Telephone 
Number and Address). 




















UBLICITY is a powerful aid to growth in 
een Keeping the name of your com- 
pany before your public will help your sales. 
Clip out the following and hand to your paper. 


MODERN WOMAN 
MORE EFFICIENT 


According to Harry Brown, local 
plumbing and heating contractor, the 
modern woman is more efficient and 
has a more efficient home. She has 
demanded and secured equipment to 
lighten the drudgery of house work.. 

“And she needs it,’ said Mr. 
Brown. “The advance of education 
has made it necessary for mothers to 
keep in closer touch with children 
and their school work—which means 
that the mother must have leisure 
time to give her children in those 
years when their characters are be- 
ing formed. An efficient home is a 
happy home and the modern Ameri- 
can home is far more efficient than in 
the preceding generation.”’ 

















Time for the Children 


OTHERS need time, 
during a child's impres- 
sionable years, to guide the 
little mind. Not only by way 
of correction and criticism 
Mothers should have time 
to play with their children. 
The only way it can be ac- 
complished is to lighten the 
drudgery of the household 
tasks by installing the most 
efficient equipment obtain- 
able. Modernize the home 
let the plumbing and heating 
equipment be such as to speed 
up the work and secure the 
necessary leisure. 
(In this space your Name, 
Telephone and Address) 

















END this letter to some of the older homes in your community 
which ought to be equipped with up-to-date plumbing and heat- 
ing products. 


‘ 


HARRY BROWN 
PLUMBING & HEATING 


Two Rivers, N. Y., 
Mrs. Edward Jones, June 9, 1928. 
Two Rivers, N. Y. 
Dear Madam: 

You have no doubt observed that the 
character—forming efforts you can make 
in behalf of children during play—time 
are quite as effective and necessary as 
those which come in the course of the 
Ordinary "don't" or "do" corrections of 
the day. 

If the mother has leisure to spend 
with her child——if she can take part in 
the child's amusements——she becomes 
something more of a co-—operator than 
just a preceptor. Too often our own 
mothers were too busy with the ineffi- 
cient equipment in their homes to be 
anything but judges of our conduct. 

But modern American mothers are 
keeping pace with newer educational 
ideas, which demand ever closer and 
closer co-operation with children. Some 
Of them are doing so under difficulties. 
If there is any part of the plumbing or 
heating equipment in your home which 
cuts down your efficiency, we should 
appreciate the Opportunity of bringing 
it up to date so that your household 
duties may, in every detail, be expe— 
dited, leaving you leisure to attend to 
the most important business of the home. 

Yours very truly, 
HARRY BROWN 
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QUESTIONS _ 


ap 


ASKED BY READERS AND ANSWERED BY EXPERTS 








HOW TO FIGURE A STEAM HEATING JOB 

Editor, ‘‘Domestic Engineering’’:—-The method I used 
in figuring a heating job ran so much higher than the 
other fellow’s figure, that I would like to get your idea 
about how this job should be figured. 

In this case it was a steam heating job on a three-story 
building. The radiation amounted to 2,500 sq. ft., and 31 
radiators were to be installed. Most of these radiators 
have a rated capacity of 99 sq. ft. and 72 sq. ft. The speci- 
fications call for a circuit system with 5-inch and 4-inch 
piping, and a boiler with a rated capacity of 5,000 sq. ft. 
To keep the cellar warm there will be no covering used on 
the mains. 

How should a job like this be figured? 

New Jersey. 


B. F. 





The following suggestions will no doubt be of value in 
figuring the installation of a job of the kind described 
above: 

Make a tracing of the basement floor plan; locate boiler 
in place; locate various radiators in their positions on the 
floors above; sketch in the feed and return mains and the 
branches. On a sketch of the elevation show the risers to 
the various floors. 

With this before you, take off the quantities of pipe and 
fittings, including hangers, sleeves and inserts. 

On your estimating sheet, list the net cost of the boiler 
delivered to the job, the cost of any extra trimmings such 
as draw off valves, relief valves, damper controls, firing 
tools and shovel, unless same are included as a part of the 
boiler purchase price. 

List cost of lowering boiler into basement and erecting 
it in place, also the cost of the foundation, providing this 
is a part of the heating contract. 

List cost of the smoke pipe with clean-outs, dampers and 
hangers, either erected in place by some sheet metal con- 
tractor or listing the material only if you do the installing. 

If gate or globe valves are required for the mains (some 
states require them and some architects specify them) 
and check valves for the returns, list them at cost prices. 
Boiler feed and drain valves should also be listed. 

List radiation at net cost delivered to the job. Keep 
radiators under cover on the job, so that the cost of paint- 
ing and decorating them can be reduced to the minimum. 

Include with the radiators, radiator hangers for wall 
hung or ceiling hung radiators with rods, screws and ex- 
pansion shields. 

List floor and ceiling plates, radiator valves, air valves 
for the radiators, quick or float vent valves for the ends of 
the mains, pipe and fittings for the entire job, hangers, 
sleeves, expansion shields, feed water pipe, blow-off or 
drain pipe, blow-off tank, vent for blow-off tank, gaskets 
for flanges, oil, dope, candles and electric current for oper- 
ating power machines. 

Compute material necessary for the covering of the 
boiler, including the labor to apply same, or secure a price 
on this part of the job from some one making a specialty 
of covering. 
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It will also be necessary to include such items as cart- 
age, railroad fares and board (if job is out of your home 
city), freight and drayage, bond, if required, and the labor 
complete, dividing it into certain groups, for example, the 
trucking and carrying in of the boiler and radiators; set- 
ting sleeves and inserts; setting up boiler; installing pip- 
ing; connecting radiators; blowing off steam boiler, etc. 

Add cost of welding, if you decide to use this method of 
installation. 

It is hardly necessary to add that all cutting and thread- 
ing possible should be done by power machines; that there 
should be no delays in getting materials to the job; that 
the tool equipment should be complete and in good repair, 
and that there should be an ample supply of fittings, par- 
ticularly nipples, of all lengths, on the job. The man in 
actual charge of the installation should have sufficient or- 
ganization ability so that he will know exactly what he is 
going to do next and where the tools and materials are for 
doing it, so that there will be little, if any, lost motion. 

All of these factors enter into the labor costs, and nec- 
essarily your labor estimate must be based upon previous 
installation records. For this reason it is absolutely 
necessary that an accurate record be kept of the material 
and labor costs of every installation. 

You must add a sum sufficient to cover your overhead 
and insure you a profit, otherwise the other fellow may as 
well have the job. 

We have omitted the painting, because this work should 
be done by a painter and not by a steamfitter. 


Legal Questionnaire 
Answered by ““The Judge’’* 


May a Master Plumber, Who Has a Right to a Mechanic's 
Lien, Recover the Expenses of Litigation, if 
His Contract So Provides? 

Editor, “‘Domestic Engineering’’:—-I would like to get 
some information in regard to a mechanic’s lien which I 
served on an owner of a building in which I installed the 
plumbing. I took this as a sub-contract. I completed 
the work October 27, 1927, and served the lien notice on 
December 22, 1927. I have had it placed on file against 
the property, and the lawyer says that we must start suit 
at once against the owner and the general contractor. 

Is there any way in which I can make the owner stand 
the expenses of collection? I have a signed contract like 
copy enclosed in which there is a clause ‘‘that all expenses 
incurred by the undersigned by litigation arising out of, 
and caused by failure to make the payments as herein pro- 
vided for, shall be paid by you.”’ 

Illinois. A. 


P. &. 





Answer:—I do not believe that you can collect your 





*Every effort is made to the end that these answers may 
be authoritative. However, we cannot assume any respon- 
sibility because of the very nature of the service, which is 
rendered without a personal interview.—Editor. 
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y OU wouldn’t buy acarload ——~—_._ 
thtubs ...or sign a lease <0 
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with your eyes shut. —-. 
Then why order “any old kind of Bo sang, 
fittings?” 


Pipe Fittings are an important 
part of the plumbing job — the 
vital connecting links in the in- 
stallation. On their satisfactory 
performance depends the ser- 
vice of the entire installation. 
And therefore, your reputation 

as a plumbing contractor. 





Better be safe than be sorry— 
by using Square “Gees” on 
all your jobs. In fact, your 
fitting problem is solved 
when yousay Square“Gees.” 


THE GRABLER MFG. CO. ’ 
and its subsidiary 
GRABLER-REPUBLIC, Incorporated 


4900 Euclid Bidg. - Cleveland, O. 


New York San Francisco 


Chicago Los Angeles 











If you haven't the new 
Square “Gee” Costalog, 
write for your copy today. 





THE GRABLER Merc. COMPANY ) 
and its subsidiary GRABLER-REPUBLIC, Ine. ; 
4900 Euclid Bldg. $3 Cleveland, Ohio 


Send me a copy of the new Grabler “Costalog”™ 


Name _. . | 
Address 4 


EE a | 
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~ NO GOLDFISH 
WOULD GO NEARIT” 


*“‘Not that I have anything these remarks knows his 
against your toilet, Mister. profits. He knows that if you 
I give it all the respect due _ tell people the facts about a 
extreme old age. But it is toilet in bad condition you 
getting feeble. ‘When it’s cansell them a Madera. It’s 
flushed it makes a noise like easy! Just tell them about 
a cyclone in Kansas. Its’ the Madera’s long bowl and 
smell does not remind me of _ seat, its big water area, large 
either roses or honeysuckle.’’ trapway and powerful—vyet 


‘*It was a fine toilet for your quiet-flushing. 


grandfather. Today it Have your journeymen carry 
wouldn’t even make a good 4 few Madera leaflets and 
goldfish bowl.”’ vive them to customers who 


need a new toilet. 


The Master Plumber making 
And remember, on every 


MADDOCKS Jnproved Wits 30 mate mer 


Vi ‘ - a R : you get from a washdown. 





Thomas Maddock’s Sons 
Company, Trenton, N. J. 





— iw») — ited mic. 
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attorney’s fee from the owner under your lien rights, un- 
less his contract with the general contractor so provides. 

Your statutes provide that the ‘‘cost of proceedings,”’ as 
between all parties to the suit, shall be taxed equitably 
against the losing parties. Such ‘“cost’’ undoubtedly 
would be construed to mean the usual taxable costs of 
such proceedings, and would not, of course, include the 
attorney’s fee and other expenses of litigation, etc., to 
which you might have been put. Therefore, your question 
would involve consideration of the question whether you 
could have taxed as a part of your costs of enforcing your 
lien rights, the fee charged by your attorney and other 
expenses incident to the presentation of your case and the 
prosecution of the same. | 

Your statutes provided, and may still, depending upon 
whether amendment has been made which has not come to 
my knowledge, that in all cases where liens are enforced 
the courts shall, in their discretion, order a reasonable at- 
torney’s fee taxed as a part of the costs in favor of the 
lien creditor. But this provision, as far as it is a matter 
of statute law, and not of contractural agreement between 
the parties, has been held to be unconstitutional by the 
courts of your state. Therefore, except as you may have a 
right to collect the amount of your attorney’s fee under 
your specific agreement, you have no such right as a mat- 
ter of statutory law. 

I shall assume, because you state that you took the job 
as a sub-contract, that your contract is with the general 
contractor and not with the owner. It follows, that what- 
ever right you may have to enforce your lien is given you 
by statute and not by force of your contract, as the owner, 
whose property is subject to your right of lien, was not a 
party to your agreement. Your right to a lien against 
the owner’s property is limited to the provisions of the 
statute. It would therefore seem that, as far as the 
owner is concerned, you would have no right to collect the 
amount of your collection expenses except such as are 
covered by the “cost of proceedings,” as provided by the 
statute. An attorney’s fee would undoubtedly not be in- 
cluded within the meaning of the words ‘cost of pro- 
ceedings.”’ It follows that the owner probably would not 
be compelled to pay your attorney’s fee. 


How to Sell More 


Problems of distribution were analysed by prominent 
business men at the annual convention of the National . 
Itpe and Supplies Association held recently in Detroit. 
Some of these were published in last week's issue. 
Others follow. 


Distribution A Practical 
Problem 


BY L. M. JOHNSTON, VICE PRESIDENT OF THE 
A. M. BYERS Co. 


F ANY manufacturer can offer one single practical sug- 
| gestion in the field of distribution, the time of writ- 
ing and listening to these papers will have been well spent. 
For the field of distribution, as some one has said, “‘has 
been the happy hunting ground of many theorists and 
Speculators and the land of darkness for many practical 
men.”’ 

It probably takes more brains and nerve today to make 
an adequate return upon invested capital in certain lines 
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This answer, however, may be qualified by the agree- 
ment which the owner had with the general contractor. 
As you do not state what that contract was, I cannot give 
a very definite answer. It might be that the owner’s con- 
tract with the general contractor contains a provision 
which would subject the owner’s property to a lien under 
the provisions of all contracts which the general con- 
tractor might make with sub-contractors. In the absence 
of such a string running from the owner through the gen- 
eral contractor’s contract to your own contract with the 
general contractor, I don’t believe that you could tie your 
attorney’s fee into your lien right against the property of 
the owner. 

In other words, you will have to prove your right to pay- 
ment for your attorney’s fee by showing a specific agree- 
ment to that effect under which the owner is liable, as 
distinguished from your mere statutory rights. 

Another thing, in cases where you have a contract di- 
rect with the owner of property, it would be better if you 
inserted the word ‘‘reasonable”’ 
that it would read “all reasonable expenses incurred by 
the undersigned by litigation.’’ Looking at it one way, it 
might not seem to make much difference whether you use 
the word “reasonable”’ or not, for the court, in cases 
where it would allow you to collect your expenses of liti- 
gation, would probably rule that ‘‘reasonable expenses’”’ 
were intended by the parties. It might, therefore, follow 
that you would have to pay your attorney the difference 
between what the court should consider as a “‘‘reasonable’’ 
fee and the actual bill rendered to you by your attorney. 
If you answer that all attorney’s fees should be rendered 
in a reasonable amount, the answer is that if you should 
insist upon securing the services of a lawyer with a large 
practice, you would not expect him to sacrifice his time 
in your matter at the expense of time which he might 
spend in a more profitable case as far as he is concerned. 
Then, too, if you include the word reasonable in your con- 
tract form, the lawyer whom you employ will be more 
likely to inform you what he will charge for his services, 
so that you will know the expense to you in the event that 
the court decides that a smaller fee would be a ‘“reason- 
able”’ fee. 


in your contract form, so 


Goods at a Profit 


of industry than ever before in our commercial history, 
and, from all that I can hear, the jobbing industry is one 
of these lines. It takes brains to ascertain the ills beset- 
ting your industry, and it takes nerve to eradicate the 
cause. 

In considering the merchandising of pipe particularly, 
and the pipe jobbers’ lack of adequate profit generally, it 
has struck me forcibly during the past two years that one 
of the fundamental causes of this condition is the great 
and growing evil of the consigned stock. Whatever may 
have been the original reason for a manufacturer giving 
and a jobber receiving a consigned stock, it is surely too 
plain today that it has resulted in nothing but the build- 
ing up of ruinous competition. It has been too easy for 
men who were not merchants to enter the business and 
too easy for them to stay in business backed by the capital 
of the manufacturer. It takes brains and capital to be a 
merchant. Many jobbers, not being merchants, do not 
understand the true principle underlying the buying and 
selling of goods. The taking of an order is more impor- 
tant than an adequate profit, and constant pressure is 
being exerted by this type of jobber upon the manufac- 
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This Fast, Sure Plumbing Estimator ... 
Salary—20 Cents Per Week 


Right now this big Clow Bulletin is saving better invoice checking. Faster, better 
time, money and gray hairs for more than pricing. All these and more are yours 
5000 American plumbers. when the Clow Bulletin ‘‘estimates’’ for 
450 pages, plus special loose leaf sheets of you. The “salary” is less than 20 cents 
quotations and data, keep you supplied per week. 

with prices, information, photographs and (Clow Bulletins have been in business for 
descriptions of every modern appliance 43 years. If you have not been using them, 
commonly used in the plumbing business. sand for one now. You'll save the price of 


Faster inventories. Better buying. Faster, anew hat—we wager—in the first week. 
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Clow Bulletin SI JAMES B. CLOW & SONS 


201-299 N. Talman Avenue, Chicago, Iil. 
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We hereby subscribe for the Clow Bulletin at the rate of 83 cents per month ($10.00 per year). 4 
Upon receipt of the Binder and Bulletin pages we agree to pay, at the monthly rate, the proper amount to carry our subscription 4 
until September Ist, and we further agree to pay thereafter the subscription price of this Service ($10.00) annually in advance. rs 
And we further agree that the title of ownership to the Binder and Bulletin pages shall rest with James B. Clow and Sons and o 

that upon our failure to renew our subscription at the end of any fiscal year (September 1st), or upon repayment to us by said © 
(4 






James B. Clow and Sons at any time of the unearned portion of our subscription, we will surrender to said James B. Clow and 

Sons, or its authorized agent, the aforesaid Binder and Bulletin pages and this subscription shall be immediately terminated. 
Nothing in this agreement shall obligate James B. Clow and Sons to publish or maintain the Clow Bulletin, the subject of 

this agreement, except that if the publication of the Clow Bulletin is discontinued after the receipt of our subscription we shall be 


repaid the amount of the unearned portion of said subscription. 
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turer for an extra discount that he may make a profit on 
goods sold at or below his cost, thereby shattering the 
whole price fabric. 

During the past two years I have discussed this sub- 
ject of consigned stocks with more than fifty jobbing mer- 
chants from the Pacific Coast to the Atlantic, and all but 
three stated emphatically that the consigned stock prin- 
ciple was economically unsound and a fundamental cause 
of jobbers’ trouble today. If this is true, what is the 
answer? 

Through a proper committee of this powerful national 

















L. M. Johnston 











organization request each pipe mill, one year from today 
or any other day, to do away with consigned stock. 

We know, and you gentlemen know, that no machinery 
in the field of distribution can ever replace the backbone 
necessary to say, “I will make an adequate profit upon 
my invested capital.’’ We in ‘our own business learned 
that a few years ago and have profited ever since. We 
may not sell or ship as many tons during a period of in- 
tense competition, but we propose to make a profit on the 
tons we do sell. 


Abnormal Demand Exhausts 
Stocks 


BY WILLIAM COCHRANE, VICE PRESIDENT DETROIT 
BRASS & MALLEABLE WORKS . 


ISTRIBUTION, from the manufacturer’s standpoint, 

has become quite a problem. The wholesalers for 
the past few years have cut down their surplus stocks to 
bare necessities, with the result that any unexpected bulge 
in business means rush orders to the factory, irritating 
delays, dissatisfied customers and, in some instances, con- 
sequential loss of business. 

The manufacturer, to meet this situation, has endeav- 
ored to carry adequate warehouse stocks to take care of 
these rush requirements for the wholesaler. Unfortu- 
nately, however, all manufacturers have normally slow 
moving products or sizes, and any abnormal demand soon 
exhausts the stock of irregulars which, as a rule, is the 
very item the wholesale distributor is most in need of. 

Therefore, chaos is created all along the line, as the 
Manufacturer’s production schedules are predetermined 
and fixed, and to interrupt same slows up delivery on 
better moving more important items. 

This can all be avoided by a more careful study of past 
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requirements on the part of the wholesaler with purchase 
specifications in harmony with at least sixty days antici- 
pation. 

The wholesaler’s interests and those of the manufac- 
turer are inseparable and the same. The prosperity of 
one is measured by the prosperity of the other. Neither 
can exist without a profit, and should the wholesaler 
force the manufacturer’s price to below safe levels, he 
must, in self-preservation, outlets that normally 
would not be considered by him, such as bootleg supply 
houses, direct to you, and the partial financing of a group 
of salesmen who wish to set themselves up as your com- 
petitor. 

The 


seek 


answer to it all is better merchandising on the 
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part of both manufacturer and wholesale distributor, and 
the emphasis of value rather than price. 

Better selling methods, sales room, judicious advertis- 
ing and the stamina to pass up an unprofitable business, 
will not only insure more equitable returns but will raise 
the standards of our industry as a whole. 

As an effort towards this end, the manufacturers of cast 
and malleable iron fittings set up a suggested resale price, 
in which the distributor wholeheartedly co-operated, with 
the result that, for the first time in years, the sale of 
these products has shown the distributor a 
profit return. 

The same thing can be accomplished in practically 
everything merchandised by the distributor. The manu- 
facturer will in all cases do his part to help establish the 
resale, but, in order to make it effective and to keep it op- 
erative, both manufacturer and distributor must actively 
co-operate with each other. 


satisfactory 


~ sc > 

Production Capacity Large 
BY W. E. WATSON, YOUNGSTOWN SHEET & TUBE CO. 
N THIS country the capacity to produce is enormous, 
and it requires great the 
channels of distribution will get wider and farther reach- 
ing as we go along, and if you stay in your chosen pro- 
fession you will have to accept conditions as they are, and 

you will have to make a success in spite of conditions. 


distributing power, and 


If you are one of the so-called old-time jobbers, one 
whose business has been long established, and who 
for the past few years finds each year’s business smaller 
in volume and profits, you must realize that times have 
changed, and that your power is waning. 


one 


Your power is 
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“Two Parts +--+ 
The Job is Done!”’ 





Only two parts to take 
down; an O-B feature 


~ ‘toaaaataaataaiaaas Jobber Salesman: “When the space is cramped and you want 
D. ’ 


’ 


to put a gate valve on the line.... 


Contractor: “Sure take the gate down, and if you’re good at 
puzzles, you can put it together again!” 


“That’s exactly the reason I want to show you this two-part 
take-down gate.” 


“What do ydu mean, two-part?” 


“Just this: You take it apart right here at the stuffing box. 
See? The stem, stuffing box, packing nut and all come out as 
one part. Then here’s the body and center piece with the 
disc still inside and in place. That makes two parts. No 
puzzles to put together—no small pieces to lose. Two parts 
and the job is done.” 


“Say, that’s sure pretty slick.” 


“You see with gates like this, your journeymen save time in 
the make-up, and that means an extra profit to you.” 


“Well let’s check my stock. I can use some of those..a..er. 
“Ohio Brass Flexitite Gate Valves.” 


Ohio Brass Company 
Mansfield, Ohio 


857V 


9? 





Ohio Bras No. 20 Line 
Flexitite Gate Valve 


For pressures up to 125 Ibs. 


[f §6PORCELAIN | 
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LINE MATERIALS 
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MINING —~y 
PITTSBURGH ATLANTA CLEVELAND pre 
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waning in that your territory is being restricted, and that 
while your old-time friends are leaving you, they are 
forming new connections, not through preference, but 
because the dollar determines their source of supply. To 
maintain your position, you must put your goods into your 
customer’s warehouse just as cheaply and as quickly as 
your competitor, located closer to your customer than you 
are, and when you do that your profits will suffer. 

















Ww. E. Watson 








No one can sell all the time at higher prices than his 
competitor, so volume must suffer, if you cannot meet your 
competitor’s prices, and you old-time jobber must realize 
that many times the small and newly established jobber 
can cut rings around you for several reasons, and perhaps 
at his prices, lower than yours, this small jobber is mak- 
ing a fair profit. He may have a small warehouse, with 
light overhead, one or two salesmen and few in his office 
force, and when you’re looking for a fight you’d better 
let that fellow alone—better use moral suasion until you 
can fight him with his own weapons. 

Last year, without invitation to discuss the jobbers’ 
problems, I was bold enough to make a few suggestions 
that in my opinion would help the situation, which, if 
anything, is worse now than then. Those thoughts were 
not new nor original, and if the jobbing industry would 
adopt a code of ethics, by which each would govern his 
own business, I feel certain that some good would be 
accomplished, and many of the inconsistencies and evils 
might be eliminated, and that where losses now occur, 
reasonable profits would take their place. In such a code, 
it seems to me, should be included the following: 

1. I will stay at home. I will operate only in such 
territory that naturally belongs to me, that territory in 
Which I can deliver my goods with the least expense and 
in the shortest time. If I expect to sell in territory other 
than that, it is my privilege and right to establish ware- 
houses or service stations in such territories, and I shall 


then be competing on the same basis with my fellow jobber 
80 located. 

¢. I will establish selling prices that will show me a 
fair and reasonable profit over my costs, and under no 
circumstances will I, or my sales manager, deviate from 
our established price sheet. I will not sacrifice profit for 
volume, under any circumstances. 

o. I will reduce overhead and unnecessary expense in 
every way. I will discharge any employe who does not 
Produce commensurate with the wages I pay him. 

4. If lam a jobber, owning and operating in expensive 


downtown property, I will immediately make a very care- 
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ful analysis of my business, and if the profit that I am 
making does not include a proper return on the money in- 
vested in that downtown property, I will change my loca- 
tion to less expensive property situated in the territory in 
which I serve, or, if I am occupying under lease too ex- 
pensive property, I will move to cheaper quarters. 

>. I will co-operate with my competitors in every way 
possible within the law, and by co-operation I mean that 
I must give my competitor the same consideration that I 
expect. 





EXPLAINS BUSINESS INSURANCE AT C. S. D. Lk. 
MEETING 

The May 10th meeting of the California Sanitation 
Development League, held at the Palace Hotel, San Fran- 
cisco, was featured by an able talk given by J. J. Valen- 
tine, local manager of the Equitable Life Assurance 
Society. Mr. Valentine’s talk dealt with the advantages 
of business insurance in its application to corporations, 
partnerships and individual ownership, with special refer- 
ence to the plumbing industry. 

The members also heard a short introductory talk from 
John C. Keene, newly appointed manager of 
the Plumbing & Heating Industries’ Mr. 
has been identified with association activities for a 
ber of vears. 


west coast 


Bureau. Keene 


num- 


JAMES B. CLOW & SONS TEAM WINS BOWLING 
TROPHY 
All season long the Sloan Valve Co. team led the Chi- 
cago Plumbing and Heating Jobbers’ and Manufacturers’ 
Bowling League, but on the night of the last scheduled 











Members of the bowling team of Jas B. Clow & Sons. Front 
row: M. Murray, H. Harris, E. Idaszak. Back row: M. Peter- 
man, L. D. Allen, A. J. Nikodem 


game they were tied by James B. Clow & Sons’ team No. 
1, which came up strong for the end of the season. It was 
necessary to roll off the tie and the scores for the three 
games were as follows: 


Rioam Verve GO. . «tcc cece 854 R02 875 
James B. Clow & Sons.... 893 858 S70 


M. Peterman, M. Murray, A. J. Nikodem, L. D. Allen and 
J. Harris rolled for James B. Clow & Sons. E. W. Idaszak 
substituted at various times during the season and is to 
be included in the congratulations which are extended to 
the victors. 

Mr. Sloan has donated a handsome trophy, which will 
be on display during the coming year in the offices of 
James B. Clow & Sons. It becomes the permanent prop- 
erty of the first team to win it three times. 





{5EAD ~ ITS STORY AND ITS USES 


No. 11 in a Series of Picture Stories 
Describing Lead and its Uses in 
Plumbing and Sanitation 







It is said that the first implement used by man was a con- 
tainer, a shell perhaps from which he drank water or with which he dipped it or carried it to his abode. The container in its 
various forms and innumerable names, is a symbol of civilization, in which the tank takes a prominent place. 

Lead lined tanks have so many uses that it would be difficult to enumerate them all. Due to the resistance of lead to 
corrosion by various chemicals, salt water and acids, tanks are lined with lead so that they will hold products of this kind. 

At the upper right is shown a chemical tank lined with lead. The picture at the center shows the inside of a chemical 
storage tank with a capacity of 2,000 barrels. The workers inside the tank are joining the seams of the lead lining by “burning. 

At the lower left is a lead burner connecting the edges of the lead lining in a large tank and at the lower right a lead lined 
tank ready for shipment. 
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ARLINGTON COUNTY MASTERS HOLD OPEN MEETING 


With ‘‘Modern Sanitation for Arlington County” as their 
slogan, the Arlington County (Va.) Master Plumbers’ 
Association held an open meeting recently, at the 
endon Community Hall to discuss problems of the plumb- 
ing trade. 

A large delegation from the District of Columbia Master 
Plumbers Association attended the meeting. Fred Dortz- 
back, president of the Arlington County association, pre- 
sided. William Wolff, vice president, introduced the 
speakers. 

Claude Owen, of the E. G. Schafer Co. 
said: “‘The plumbing industry is facing 
health is the most important factor in any community. 
When you install sanitary fixtures you are improving the 
health of the home and the community.” He laid stress 
on the need for the installation of the better grade of 
fixtures. 

The new era of which he spoke he explained as the 
instalment plan era. Automobiles, radio and other mod- 
ern needs are sold by the instalment plan and the home- 
owner will spend his $100 for an automobile if the bath 


of Washington, 
a new era, and 


tub costs $400 and he cannot obtain partial payment 
opportunities. Mr. Owen said that a plan for financing 


plumbing installations is being worked out in Washington 
by his company. 

John Bitzer, of the Thomas Maddock’s Sons Co., Tren- 
ton, N. J., urged the use of more expensive fixtures. 
Unless the plumber gets busy and installs modern mer- 
chandising methods, he will find himself selling the labor 
and some more up-to-date salesman selling the fixtures, 
he said. The mail order house is the plumber’s biggest 
competitor, he continued, and he must face the situation. 























Top row: W. E. Eekard of Elm Grove and Bruce Roberts of 

Wellsburg.—Middle row: C. F. Lenhart, Peerless Selling Co., 

and H. F. Hicks of Hoffman Heater Co.—Bottom row: George 

T. MeKown and Wilbur Hayne, both of Wheeling, and R. B. 

Stanger, Robinson-Stanger Co., Pittsburgh.—Photos taken at 

the recent convention of the West Virginin Master Plumbers’ 
Association 
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CLIMAX FOR SURE TEST 











CLIMAX 


Made to give 
a perfect test 
on every job 


Investigate the Climax 
Cellar Drainer also. It is 
a dependable product. 


Test Plugs 














Straight Double 
Plug 


THE C.M. Ker” Mee. Co. 


MANUFACTURERS OF 
PLUMBERS’ SPECIALTIES 


405-415 € OLIVER ST 


BALTIMORE. MD.U.S.A. 


Chicago, Ill.: OSCAR C. 
Southern Agents: J. 


Philadelphia, Pa.: 
New York City: A. W. DR 
New England Agent: 


Robt. Me foe n, Jr , 46 € 


ANDERSEN, 627 Washington Blvd. 
M. BUTTS & CO., 
a Coast Agenis: WM. P. HORN CoO., 

Wilcox Bldg., Los Angeles, Calif.: 


733 Healy Bldg., Atlanta, Ga 
58 Federal St., San Francisco, Calit.; 
L. C. Smith Bidg., Seattle, Wash. 


DE RBYSHIRE & M AC K, 923 Real Estate Trust Bldg. 
AKE 


66 West Broadway 
‘ornhill, Boston, Mass. 
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No sticking at the seat 


A Red Top Relief Valve is 
made of non-corrosive metal 
throughout. There is no 
sticking at the seat. 

The valve has no compli- 
cated parts—another fea- 
ture which contributes to 
the reliable action which 








Red Top Relief Valve Model No. 
2, Approved by the Underwriters’ 
Laboratories, Inc. 











Re. 


has earned the official ap- 
proval of the Underwriters’ 
Laboratories, Inc. Pressure 
in the system opens the 
valve; gravity closes it 
automatically when the 
outlet has given the needed 
relief. 

Red Top Model No. 2 is 
used as the basis of a higher 
efficient pressure system of 
hot water heating. Model 
No. 1 protects domestic 
water supply against 
explosions. 

May we send folders? 


Neptune Meter Company 
50 E.42nd St. New York City, N.Y. 


Branch Offices in Principal Cities 
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Quick sales with these 
quick-acting valves 














HE Jenkins Rapid Action 

Valve shown here is but 
one of the several types of 
Jenkins quick operating valves 
which will make quick sales 
for you. 


Jenkins Rapid Action Valves 
open wide instantly by a short 
pull of the lever, stay open 
without special locking de- 
vices, and, by a mere tap on 
the lever, they close automat- 
ically without water- 
hammer. 


Among the specific uses for 
Jenkins Rapid Action Valves 
are many that will be found 
right in your community. 











Cig. 720 
Jenkins “Bronze 
‘Rapid Action 
Valve. 





Consult the illustrated uses 
on the right hand side of this 
page for increased business 
possibilities. 

Comb your prospects with the 
mails. We shall be glad to send 
you a supply of folder 70-A 
which you can mail with your 
letters. Just fill in the coupon 
below or attach to your letter- 
head. 


JENKINS BROS. 


80 White Street...............New York, N. Y. 
524 Atlantic Avenue............ Boston, Mass. 
133 No. Seventh Street..... Philadelphia, Pa. 
646 Washington Boulevard.......Chicago, Il. 
JENKINS BROS. LIMITED 
Montreal, Canada London, England 


FACTORIES 
Bridgeport, Conn. 


Elizabeth, N. J. 


Montreal, Canada 





Gig. 712 
Same as Gig. 720 
shown above except 
that self-closing 
lever replaces hand 
control. 


imLeT 





Gig. 241 
Jenkins “Bronze QDyick 
Opening Globe ‘Valve is 
fitted with quadruple 
threaded spindle and opens 
with a quarter of the usua 
number of turns. 


supplied in angle type. 


























Mention Domestic ENGINEERING when writing advertisers. 





Send us a quantity of your circu- 
lar 70-A. 


Name 
Company 
Street.... 


City &® State 
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There are hundreds of 
places in every locality 
where Jenkins quick oper- 
ating valves can be used 
to advantage. A few of 
them are sketched below. 
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Please mail this coupon to 
nearest office of Jenkins Bros. 
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“Price sells nothing. It is quality and first class work 
that counts,’’ he declared. 

L. E. Solomon, of the Noland Co. of Washington, ex- 
plained the wares of his company and urged a higher class 
of workmanship. 

Walter E. Varney, corporation attorney for Potomac, 
Va., spoke on the enforcement of the sanitary code of 
Arlington County, which he declared to have been passed 
largely through the efforts of the Arlington County asso- 
ciation. He urged the appointment of a committee to 
inspect building permits, and to run down unsanitary 
plumbing installations. 

Miss Ivy Stevens danced and Miss Pauline Healey, well 
known to radio audiences, sang. R. E. Dorsey, secretary 
of the Virginia State Association of Master Plumbers and 
Heating Dealers, attended the meeting. 





CHICAGO PLUMBERS GOLF AT BIG OAKS 

The Plumbing Contractors’ Association of Chicago held 
its first golf meet of the year at the Big Oaks Golf Club 
on Wednesday, May 23. About 75 turned out for the 
meet, making the largest attendance the meets have at- 
tracted. 

A 9-hole morning qualifying round was played, and an 
18-hole afternoon round followed luncheon. When all 
the scores had been turned in, the golfers sat down to 
dinner, when prizes were awarded. 

J. J. Flavin was awarded an automatic safety razor for 
his gross 45 in the qualifying round. In Class A, com- 
posed of golfers with a handicap from 0 to 22, R. B. 
Reedy carried off first prize, a pair of golf shoes, with a 
net 74. Second prize, a cigar lighter, was won by E. 
Stevenson, with a net 75, while the same net, with a 
higher handicap, won third prize for H. A. Blake, who 
received a pair of golf hose. August Nilson won a golf 
club for first prize in Class B, with a net 67. W. Harvey’s 
net 72 won him six golf balls for second prize, and G. 
Albin Nilson won a golf belt for third prize. 


In Class C, with golfers of handicaps over 30, E. Oakes 
won first prize, a sweater, with a net 72. W. J. Blyth, 
with a net 76, won a set of military brushes for second 


prize, and third prize, a putting disc, was won by Paul 
Jacoby with a net 80. H. M. Doyle won the first guest 
prize with a gross 98. J. T. Fitzsimmons won a pair of 
golf sox with his gross 100 for second prize, and a gross 
100 won J. M. Grace a pair of garters. Golf balls were 
given to each of the flight winners, which included: C. A. 
Dreier, Fred Zimmer, William Gawne, James Fettes, T. 
Harker, Judge Olson, L. H. Gray, A. G. Peterson, E. Fahl- 
strom, R. D. Ryan, William Breyer, C. E. Barrows, J. 
MacKenzie, M. A. Nelson, William Adams, C. W. Burnette, 
William Arnold, Roy Hickey and E. Olsen. 

Joseph W. Cannon, president of the association, opened 
the meeting by congratulating the attendants on the large 
turnout. He introduced J. MacKenzie, chairman of the 
golf committee, who gave a short talk. After awarding 
the prizes, Mr. Cannon announced the forthcoming meets. 
He said that the June meet was to be held on the 13th 
at the Evergreen Golf Club. The July and August meets 
are scheduled tentatively for the Tam O’Shanter and Oak 
Hills clubs, respectively. 

Chief Justice Harry Olson, a guest at the meet, was 
called on for a few words. Judge Olson spoke of the 
future of Chicago and its potentialities as a great city, 
pointing out that the forthcoming World’s Fair would 
help the city increase in size. He pointed out several 
Suggestions for changing the laws and court procedures in 
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 Malleable Fittings 


iy Manufacturers 


Since 1854 





During all these years an institu- 
tion has been developed that is 
large enough to execute orders 
satisfactorily yet small enough to 
give all orders personal attention. 














on cnet G.FLAGG & COMPANY, INC, 


pa ot at ot., PHILADELPHIA, PENN 
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DONNELLY 


PRESSURE RELIEF VALVES 


The outside spring on the 
Donnelly Pressure Relief 
Valve does away with the 
possibility of spring corro- 
sion, with the subsequent 
loss of tension and adjust- 
ment. 


This Donnelly Valve is de- 
signed especially for base- 
ment system tanks, range 
boilers, storage heaters and 
closed plumbing systems. 





It operates automatically 
when pressure becomes too 
great. It is easily and 
speedily adjusted to any re- 
quired pressure. Your job- 
ber will be glad to sell you. 


DONNELLY MFG. CO. 
29 Mills St., MALDEN, MASS. 
Complete stock carried by 


HENRY STEIN 
50 Cliff St., New York City 
New York and New Jersey Offices 
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the city, and said that the taxing system was not as it 
Should be. In closing, he thanked the master plumbers 
for the privilege of playing golf with them. 
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—a great Automatic Sper b 
(YW makers of the famou# H 
No. 
mesa UT Hundreds like yourself havetit, 
List Price ¢ a ey : ing it, needing it, known it was bowpr lc 


come—and 


Here it is—ready to attract atten#r s! 





ready to make friends for your s¥ to 
greater profits and prestige for you 
Splendid in its strong, commanding lines 
—its rich Ivory finish, beautifully colored 
legs and top, and deep black heater. 
Mighty in its double extra heavy tank, 
adequately insulated, and covered with eS 


a heavy steel jacket. 


Unusually efficient in its Barber burner- 
equipped heater, and its highly perfected 


thermostatic control. oe 
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The new Hotstream Automatic 
Storage Heater is the one answer 
—in appearance—in utility—in 
efficiency to that spreading 
demand among domestic engi- 
-neers for a complete outfit as fine 
as the Hotstream Heater itself. 





It is the one answer—in sales— 
to that insistent modern urge for 
something better — finer — more 
profitable. 





Don’t delay showing it — don’t 
tic Sfer by the delay selling it—write, or better 
noug: Heater. still, wire at once for the complete 
story of this bigger, broader, 
faster way of increasing your an- 
nual business and local prestige. 


have git, expect- 
s bor later to 





ttener shop— 

ur sy to build The Hotstream Heater Company 
** Makers of Heaters that Heat’’ 

you Cleveland, Ohio 








No. 20S A 


Open View 
showing the double 
copper coils 
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PHOENIX BRASS FOUNDRY 
IRVINGTON, N. J. 











SEATON & CADWELL MFC.CO, 





VISIT US AT 


BOOTH 99 


THE <«- « « 
NATIONAL CONVENTION 


N. A. M. P. 


After you have seen our display at the National 
Convention of Master Plumbers, if you are 
going to the Democratic Convention at Houston, 
you can see an actual installation in the National 
Democratic Convention Hall. 


&stablished 1894 


BRITAIN, CONN. 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 

sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets — Flush Valves — Self-Closing 
Basin Cocks—Combination Lavatory Fixtures—Pop- 
Up Wastes — Liquid Soap Fixtures, etc. 


Manufactured and Sold Exclusively by 
THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 




















EWANEE 
LADIATORS 


KEWANEE BOILER CORPORATION 
Illinois 





Kewanee 
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The scores are as follows: 


G. Hdp. Net G. Hdp. Net 
Jos. W. Cannon..121 23 98 A. Skoaglund....105 25 8&6 
Chas. A. Dreier.114 26 88 Wm. F. Knauss.128 31 87 
E. C. Wagner....145 35 110 Geo. Matthews...141 35 106 
H. H. Diedesch..121 35 86 E. J. Benning...137 35 102 
Herman Sievers..125 30 95 i! So See 117 31 8&6 
CC. W. JOMOB. «0s 106 21 85 W. A. Brown 131 35 96 
Perry Russell....101 28 73 Chas. Scholz..... 116 30 &6& 
A. G. Peterson... 96 15 81 O. Lindahl....... 107 30 8&7 
W. P. Arnold....101 28 73 Bm. A. Béake..... 97 22 75 
Walter Hagen...103 20 83 E. Fahlstrom.... 98 19 79 
A.. Maderer....... 113 30 83 P. D. Parsons....114 29 8&5 
as BORGER. «oss 123 28 95 C.N. Fortmueller.128 33 95 
Ralph Reedy..... 85 11 74 Be. Bh BER cc ccs 111 27 8&4 
E. Stevenson..... 88 13 75 ee 98 18 8&0 
E. J. Sanger..... 100 18 82 Frank Pearson...119 35 8&4 
Roy Hickey...... 96 13 83 Walter Blyth....111 35 76 
Chas. Thumm....108 24 84 Wm. Breyer..... 111 25 8&6 
ee 100 21 79 SOME. BOMB. «sc ccce 128 35 93 
T. Snelling....... 117 25 92 G. A. Nilson..... 99 27 72 
J.T. Fitzsimmons.100 23 77 John Chellberg..111 27 84 
Perry Larsen....133 33 100 J. V. LdG@y...... 111 30 81 
Se Ss + weveuees 100 21 79 C. E. Barrows....106 26 8&0 
Frank Fabri.....107 25 8&2 J. S. MacKenzie.107 21 && 
Fred Zimmer....102 27 175 Wm. Harvey..... 95 23 72 
iw Be BU, 6c vss 108 29 79 Chas. McKay....133 35 98 
G. F. Winkler...107 29 78 E. Hoelscher.....115 24 91 
C. A. Bolton..... 112 31 81 Paul Jacoby..... 115 35 80 
W. Gawne....... 106 29 177 Fred Wagner....137 35 102 
H. G. Scheel..... 113 27 86 M. A. Nilson..... 117 30 8&7 
Jas. Fettes....... 120 25 95 E. C. Oakes...... 107 35 72 
TOR, BsOVO. cc cces 109 25 84 Wm. Adams...... 123 35 88 
Philip Sieben....114 25 89 L. E. Oglin...... No card 
oe 97 18 79 B. C. Bluhm..... No card 
S. McCarthy..... 107 24 83 Be Bs wc nies No card 
E. Garrity....... 100 15 85 W. Malady....... No card 
Z. EEMUBOP. coc ces 101 21 80 J. H. Swearingen.130 35 95 
Aug. Nilson...... 92 23 69 C. W. Burnette..126 35 91 
Judge Olson..... 116 30 86 





NEW YORK CITY SALESMEN MEET AND ELECT 
OFFICHKRS 

William F. Weber, of Ideal Sales Co., president of the 
National Association of Plumbing and Heating Salesmen, 
will also head the New York City Chapter of the associa- 
tion during the coming year. Mr. Weber was elected 
president at the May meeting of the chapter, held at the 
Hotel Pennsylvania, Thursday evening, May 17. Joseph 
Spivak, of Mayer Malbin Co., was chosen as vice president, 
and Treasurer Louis Stroh, of H. C. Oswald, and Secre- 
tary Joseph Hanrahan, of Richard Doud, were re-elected 
to these offices. The board of directors includes the four 
officers and three former officers, Harry LaCroix, Buerkle 
Sales Co., John H. Taylor, H. Romeyn Smith Co., Inc., 
and A. H. Hanson, Marks Lissberger & Son, Inc. 

One of the important actions of the meeting was the 
approval of a suggestion by the national president that 
the association’s constitution be amended to provide for 
a president, vice president, regional vice presidents, 4 
treasurer and three directors, and also for the appointment 
of a secretary by the president. The board will be made 
up of the president, vice president, secretary, treasurer 
and the three individual members. The amendment also 
defines the duties of the regional vice presidents. 

As this was an annual meeting, there were reports from 
Treasurer Stroh, this being approved by the auditing com- 
mittee, headed by E. J. Ritchie, and from various other 
committees. These included the rules committee, Chair- 
man Eugene Smith; applications, Chairman Walter Hein; 
membership, Chairman William Munch; sick, Chairman 
A. H. Hanson; grievance, Chairman John H. Taylor; enter- 
tainment, Chairman F. L. Dodson, and nominating, con- 
sisting of Mr. Taylor, Harry LaCroix and Arthur S. Forster. 
The entertainment committee, made up of Mr. Dodson, 
B. Warshauer and Harold Thompson, announced it was 
giving a trophy which will be awarded yearly to the 
member who has done the most for the association. 
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T IS arare thing to have the product exceed 
the promise. The Bureau of Standards of 
the United States in a report recently issued to 
the Treasury Department places a higher 
rating on certain Richmond radiators than we 
do—and will accept them for their own build- 
ings at various ratings which exceed ours as high as 


814%. 

















we ourselves would never have 
done. It will not, however, 
affect our future catalog rat- 


For example: C er — ings—you will always find 
= oo Sesion them underrated rather than 
. ating : overrated. Incidentally, Rich- 
ee | 5 sq. ft. 5.4 sq. ft. mond publishes its radiation 
38-in.—7 tube.............. 7 sq. ft. 7.6 sq. ft. ratings in B. T. U. As far as 
This means that the Government accepts a 10 NRECENT i a yates a Ms _ 4 alee 
section 38-5 tube Richmond radiator as 54 sq. ratings based on condensa- 
ft. and a 10 section 38-7 tube Richmond radi- GOVERN M ENT tion tests. 
ator as 76 sq. ft. TESTS PROVE Let us show you how to get 
A ten section Richmond Tube Radiator on the RIicHM ON D 105 to 110 sq. ft. of radiation 
Government rating will take the place of an at a cost of 100 sq. ft. You 


eleven section radiator of some other makes. RADIATORS no voeatlocnney ye 9 “4 


We sometimes feel that it is difficult to do ARE BETTER ratings. They allow of no 


justice to Richmond radiators in the limitations T wy A WW © U R compromise with competition 


. ‘ n pri h 
of an advertisement. Still, there is nothing sommes ne ve a 7% ic 
/O 


more desirable than a reputation for reserve. CON SERVATIVE value in Richmond radiation 








We feel that the U. S. Bureau of Standards has ... That is something to 

done something for Richmond radiators that RATINGS remember! Send for catalog. 

RICHMOND RADIATORCOMPANY ual 8 8 8§}§©=©—— “eet rs 
INCORPORATED Richmond Radiator Co., Inc., 1480 Broadway, N. Y. 


Executive Offices: 1480 Broadway, New York 


. . Please send me catalog and data on Richmond Radiators. 
Boiler Factory: Norwich, Conn. 





BRANCH OFFICES: Sa 36 ows awes 
Chicago eee eo “1010 Wrigley Building 
Philadelphia. Raa shac, wise a's 26S aca 2241 North American Street Address 
Boston is nites ie hehe a tie toch -460 Park Square Building 
Cleveland. . Se _......«Cedar Avenue and Ashland Road - Pe”. - toda tie edamame hebekeets Kesh ee EP ore es 


SU (EE EE 


Mention Domestic ENGINEERING when writing advertisers. 
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HOUSE PUMPS 


Neat + 
Attractive 
Dependable 






















PATENTED 


COG-GEAR 











m - 45)5,% 
water on os yon porch— '>mns : 
water at the well or cistern— asa 
handy, low cost, dependable an 
water facilities, inside or 
outside, they are available 
today just as they always 
have been with Myers House 
Pumps, the better built line 
of house pumps that satisfy. 


Notice the feature illus- 
tration—notice the group of 
illustrations—there’s class to 
all styles of Myers House 
Pumps—class that pleases 
the eye, provides better serv- 
ice and assures complete 
satisfaction. 







ECTIONAL VIEW 
OF 


PA ERR EEO 













For instance, all styles have 
the Myers easy operating Cog 
Gear Head with malleable 
iron shield over cog gears. 
This one exclusive feature 
alone places Myers House 


Pumps in a class by them- BRASS 


selves. _—— too, = Myers 
Patented on - Corrosive 

Glass, or Patented Perfec- CYLI N DER 
tion Brass Seat, add their bit 
to the service giving qualities 
of Myers House Pumps, while 
brass, brass lined or polished 
cylinders in standard sizes 
provide opportunity for in- 
dividual selection. 







PATENTED 


GLASS 
VALVE SEAT 





Handles are adjustable to 
any angle. Siphon or cock 
spout on force pumps are 
interchangeable. All types 
are arranged to drop water to 
prevent freezing. Finish is 
aluminum bronze with gold 
points. 


All in all, Myers House 
Pumps satisfy. Business is 
waiting for dealers who sell 
them. We'll be glad to send 
literature and prices to re- 
sponsible dealers anywhere. 





Write or wire. 


mF.EIMYERS & BRO.2. 
ASHLAND, OHIO. 


Manufacturers for over Fifty Years of MYERS HONOR-BILT PUMPS for Every Purpose. 
WATER SYSTEMS-HAY and GRAIN UNLOADING TOOLS ~- BARN,F. 
GARAGE DOOR HANGERS- STORE LADDERS. =< _ 
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PUMPS ‘WATER SYSTEMS -HAY TOOLS -DOOR HA 
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AMONG MANUFACTURERS, WHOLESALERS AND SALESMEN 








HAJOCA CORP. ELECTS OFFICERS 


At a meeting of 
the officers and board 
of directors of the 
Hajoca Corp., Phila- 
delphia, Pa., officers 
were elected. They 
are as follows: J. 
Harvey Borton, chair- 
man of the board; 
William A. Brecht, 
president; George M. 
Bridgman, J. M. Den- 
ney, Franck C. Eck- 
feldt and Charles A. 
White, vice presi- 
dents; Frank W. 
Dows, treasurer; 
John T. Brown, MJr., 
assistant treasurer; 
George H. Woben- 
smith, general sales 
manager; R. E. Saul, 
supervisor of south- 
ern branches. 

It was announced . 
at the meeting by the board of directors that Karl Legner 
had resigned as vice president and director, and that 
Charles A. Meund had been elected as a director. 


- 





J. Harvey Borton 





MOVES GENERAL OFFICES 


The United States Radiator Corp., Detroit, Mich., re- 
cently moved its general offices from 133 East Grand River 
to 1056 First National Bank in that city. The offices 
occupy the entire tenth floor and part of the ninth floor of 
the building. The Detroit branch of the company remains 
at 517 Dime Savings Bank building. 


> 





NOW IN NEW LOCATION 
Robert J. Shank of Des Moines, Iowa, has moved his 
plumbing and heating specialty business from 920 Grand 
avenue to the first floor in Old Colony building, 925 Grand 
avenue, Des Moines. 





TAKES OVER DISTRIBUTION OF GAS HEATING 
BOILER 
The Pittsburg Water Heater Co., Pittsburgh, Pa., has 
taken over the national distribution of the gas fired house 
heating boiler made by the Gallaher Boiler Co. of St. 
Louis, Mo. 





WILL REPRESENT AMES PUMP CO, 
Yeomans Brothers Co., 1433 Dayton street, Chicago, 
lll., has been appointed by the Ames Pump Co., 90 West 
Street, New York City, a division of the Inland Ship Build- 
ing Co., as representative for its line of vacuum heating 
Pumps in Chicago and vicinity. 
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BORDEN CO. HOLDS ANNUAL SALES CONFERENCE 

National and international representatives of the Borden 
Co., Warren, Ohio, met in that city recently for the com- 
pany’s annual sales conference. All of the business ses- 
sions of the conference were held at the Trumbull Country 
Club. <A conference and discussion of the company’s 
products and a general get-together program marked the 
opening day of the conference. 

I. W. Nonneman, general superintendent, conducted the 
visiting salesmen, officers and directors and employes of 
the office on a tour of the plant, explaining the mechanism 
of the automatic machines. Following the inspection tour 
the entire party was taken to the Country Club, where 
luncheon was served. The after-luncheon program was 
presided over by M. W. Bechtel, vice president. W. A. 
Neracher, president of the company, gave a graphic de- 
scription of the company’s products, and expressed his 
appreciation of the support and co-operation given to the 
administration by the employes. At one of the afternoon 
sessions, E. R. Barkley, advertising manager, told of the 
methods that tie up with the work of the salesmen in dis- 
tributing information and knowledge of the company’s 
products. 

Those in attendance of the road force included: 
Saviers, Paris, France; A. J. Brott, Philadelphia, 
S. H. Carter, Fort Worth, Tex.; W. H. Clark. 
Mass.; George D. Clewell, Detroit, Mich.; Herbert Crap- 
ster, Oakland, Calif.; V. M. Gaspar, Waukesha, Wis.: J. R. 
Siegrist, New York City; Lee Irby, Meridian, Miss.: C. W. 
Smith, Tulsa, Okla.; J. A. Thornton, Pittsburgh, Pa., and 
W. J. Mitchell, New York City. 


r.. €. 
Pa.: 


soston, 

















Top picture: Lee Irby, Meridian, Miss.; Samuel Carter of Fort 

Worth, Tex.; C. W. Smith of Tulsa, Okla.; Al. Thornton of 

Pittsburgh. Bottom picture: Salesmen and members of the 

sales and advertising departments of the Borden Co. at annual 
sales conference 
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Those from the company’s home office who participated 
in the convention included: W. A. Neracher, president; 
M. W. Bechtel, vice president; H. R. Williams, western 
district sales manager; Paul Fritzsche, eastern district 
sales manager; C. F. Egan, auditor; I. W. Nonneman, gen- 
eral superintendent, and E. R. Barkley, advertising man- 
ager. 





DELAWARE VALLEY GOLFERS HOLD SECOND 
MEET 
The second meet of the season of the Delaware Valley 
Trade Golf Association was held May 14 at the Pine Valley 
Country Club, Clementon, N. J. J. D. Johnson, Jr., of 
J. D. Johnson Co., president of the association, was host 
and entertained at dinner a number of the players who 
journeyed down the night before so as to be on hand for 
an early start. The petitions of several applicants for 
membership acted on favorably. These included 
William and S. H. Raub of the Raub Supply Co., Lancas- 
ter, Pa.; Frank Wilson, manager of the Philadelphia 
branch of the Standard Sanitary Mfg. Co., and C. W. Cope, 
Philadelphia manager of Trenton Potteries Co., who has 
taken the place of Jesse Thorne of the same company. 
The results of the day’s play were as follows: 


were 


G. H. Net G. H. Net 
R. D. Knight...148 30 118 R. F. Kleinman.116 18 98 
lL. G. Paine..... 170 35 135 H. J. Kleinman..112 15 97 
Mr. Holman.....184 35 149 Claude W. Owen.122 25 97 
A. V. Gemmill..107 18 89 F. G. Newton....117 18 99 
ch We GB. c cies 135 30 105 Raymond Groff.119 25 94 
James Fraser...128 16 112 W. G. Brewton..117 20 97 
Bue, BEMOGO 2. ccc 124 30 94 B. F. Chambers.110_.. Me 
R. C. Bolsinger.123 15 108 William Raub...122... o* 
Thos. Liggett... 86 9 77 S. Hi. BRABD.. «00% 12 _ : 
Chris Weber....109 18 9] R. Bie MOMS. cc es 38 35 103 
tobert G. Savill.108 18 90 
KOHLER CO. HAS NEW SHOWROOM IN NEW YORK 


The accompanying photographs show the display of fix- 
tures contained in the Kohler Co. New York City show- 
room which was opened recently. 

The showroom occupies a corner site in the National 
Broadcasting building at 711 Fifth avenue. It has six 
large windows revealing an interior of graceful arches 
supported by columns of marble, ceilings with colonnades, 
an open stairwell, and a display of fixtures in white and 
colors set against backgrounds of tile and marble. 

The general tone of the room is a soft French gray. The 
floor is of honed pink Tennessee marble and base of black 
Belgian marble. A great many of the fixtures are in color, 
especially those visible from the windows. 
plated fittings are also featured. 

The ground floor and basement displays cover an area 
of approximately 7,000 square feet. 

The main floor contains five complete bathrooms and 
four loggias. Three of the first 
floor bathrooms are furnished 
with plumbing fixtures in color 


Chromium 


and chromium plated fittings; 
two have white fixtures. All 
have colored tile walls and 
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floor. Each is completely equipped with shelves, mirrors, 
towel bars and other accessories which go to make up a 
modern bathroom. 

In the basement there are seven additional tiled bath- 
rooms. They offer further suggestions in the planning 
and layout of the modern bathroom, in the use of color in 
fixtures and walls, and the utilization of bathroom acces- 
sories. 

In addition to the bathrooms the basement display con- 
tains vitreous china and enameled pedestal and wall lay- 
atories, kitchen sinks and laundry trays, electric sinks, 
clothes washer and dishwasher. 

In still another room in the basement, closet combina- 
tions, as well as bowls with flush valves, are displayed for 
the convenience of architects and builders in selecting 
fixtures. 

H. E. Clark, manager of the New York office, is in 
charge of the new showroom. Offices are located on the 
ninth floor of the building. 





WESTERN TRADE OPENS WITH LARGE CROWD 


The Western Trade Golf Association opened its 1928 
season at Wilmette Golf Club, on May 17. Seventy-two 
members and guests were present, and the sport and good- 
fellowship which have become a Western Trade tradition 
prevailed throughout the day and evening. A nine-hole 
morning qualifying round prepared the players for the 
afternoon 18-hole handicap event, and at the evening 
meal those who turned in prize-winning cards received 
their rewards. 


President Thomas H. Monaghan presided, receiving an 
ovation from the members, who elected him to his office 
last February while he was out of the city. First to 
choose from the prizes—which were all silver loving cups 
and vases—was George Smith, whose net 35 won him the 
morning honors. First in classes A and B was C. F. Olsen, 
for which position he not only won one of the silver vases, 
but also a leg on the association cup. E. H. Christiansen 
was runner-up in this division. R. Cooper, Jr., turned in 
an excellent game of 89-21-68 for first in class C, with 
A. P. Campbell second. W. N. Pincus was the high man 






















| : Exterior and interior 
views of the new 
i : Kohler Co. New York 
| City showroom on 
Fifth avenue 
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asy to install ~ 


On the job, 
where the saving on cost of labor is the 
important factor, lead pipe demonstrates 
its superiority. 


There are always innumerable tight places 
on new and replacement jobs where the 
use of lead pipe eliminates many joints 
that otherwise would have to be made. 
This alone results in a great saving of 
time and makes for more economical and 
better work. 


Lead Pipe is easier to install —Use it! 


NATIONAL LEAD COMPANY 


National Lead Co. E. W. Blatchford Ce Lawrence Shot & Lead C National Lea 
(Principal Office) Chicago, III. Omaha, Neb ‘Northwestern < rk 
111 Broadway, » 4 C. — St. P aul, Minn 
i" - I es National Lead Co. John T. Lewis & Bros. Co. 
Se ead Co. (Raymond Lead Works) (Tatham Bros. Works) Hoyt Metal Co., Ltd. 
oston, Mass. Chicago, Ill. Philadelphia, Pa. of Cana os 
i 4 Co. - , . ‘Toro mcs 
PE mngg ~ hr mma I i National LeadCo. National aoa 1 & Oil C nto, Canada 
J Works) . Cincinnati, Ohio Pa Georgia Lead Co 
Baltimore, Md. National Lead Co P ittsb urgh, Pa Atlanta, Ga. 
National Lead Co. Gibson & Price Co. National Lead Co. 


Buffalo, N. Y Cleveland, Ohio St. Louis, Mo. 
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If You'll just take a moment 





to Check the 








Kaustine—the only septic tank 
made of genuine Armco Ingot Iron. 
This famous iron is 99.87% pure. 
That is why it resists rust, outlasts 
any other commercial iron and has 
much longer life than sheet steel 
used in other metal septic tanks. 
Despite the fact that it costs us far 
more to buy and use, Kaustine Sep- 
tic Tanks cost you no more than 
many ordinary steel tanks. 


Kaustine—the only septic tank that is 
Hermastic Enameled inside and out. 


This enamel, which has solved the 
corrosion problem in so many in- 
dustrial and engineering fields, is 
another exclusive Kaustine quality 
factor. It preserves the metal surface 
and is not affected by acids, gases, 
corrosive or electrolytic actions. 


Kaustine—widely known and high- 
ly respected—the standard of com- 
parison. 


KAUSTINE COMPANY, INC. 
46 MAIN STREET. PERRY,N. Y. 


aqustine 


SEPTIC TANKS 





FACTS 


you will understand 


why Kaustine 
1s widely respected 


Kaustine Septic Tanks and sewage = Fics Five: 
disposal systems have been widely 
advertised and consistently mer- 
chandised on a quality basis for so 
many years that the name Kaustine 
has acquired wide and favorable Kaustine is the only manufacturer 
recognition throughout the trade that maintains its own Sanitation 
and among the consuming public. Engineering Department. The 
| facilities of its engineers are always 
Pact fous at the command of the trade and the 
Kaustine—priced to get the busi- consumer. 
ness on a quality 
and service basis. 


Thewidedemand- : 
for Kaustine Sep- 
tic Tanks, our 


complete manu- ; HN 
facturing facilities 
and exclusive sup- | L | WC 

ply sources en- : 


able us to offer 
you this greater ) al ool TANK 
value at no in- 

wRMCo 


Kaustine — scientifically designed 
and widely endorsed by health 


authorities. 





crease in prices. 
Why not, then, 
sell and endorse 
the best? 








INgot. Iron 


hauUSTine Compa! 


ns 


Perr! 
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in class D, with a net 76, and J. J. Haines was runner-up 


with a net 77. 


W. D. Martin, Jr., shot a nice 81 gross to win the guest 


prize. 


The duffer was J. V. Liddy, whose net 96 won him 


the iron cup. The blind bogey prize was won by Frank B. 
Hackett in a three-corner tie with W. G. Zingheim and 


w. E. Foskett. 


The scores of the day follow: 


Player G H N 
J. H. Milliken... 92 14 78 
J. J. Haines..... 107 30 77 
J. E. McClellan.. 99 18 81 
. 2 Beis anne 100 21 79 
A. P. Campbell... 92 18 74 
W. P. Graves 

(Guest) ..cceccs 113 
% J. Pitcher..... 93 11 82 
W. E. Foskett.... 99 23 76 
R. Cooper, Jr.... 89 21 68 
F. B. Hackett....111 23 88 
5, 2 Qe. nc 05 101 22 79 
George Tebbetts 

(BONED 6c ccess 97 
O. B. Cahoon..... 113 29 84 
B.. ,. Be ce ees 126 30 96 
L. W. Charlet....115 30 85 
Chas. Thumm 

(Guest) ....... 118 
T. W. Snelling 

a 120 
W. N. Pincus..... 103 27 76 
R. E. Moore..... 109 24 85 
G. O. Starkey 

(GEGBEED wcccccs 111 
mM. POOP .ccccs 101 24 77 
F. W. Staples....114 30 84 
Cliff Presdee ....110 30 80 
G. H. Dickerson.106 23 83 


E. Tanner 
(Guest) 


Player G 
H. G. Thomas.... 96 
W. J. Street..... 115 
We. Be BONO 6 oe cd 114 


J. J. Walworth. .112 
W. D. Martin, Jr. 

(Guest) 
T. H. Monaghan..122 
E. W. Thomas, Jr. 92 
W. H. L. Smythe 


lk ae 83 
H. W. Evans..... 108 
5; BH. GeMOO.. 2-0 120 
Ee 6. BOM cc ss 111 
Cn. PREGGO. cccess 113 
M. G. Henderson.104 


C. E. Barrows...114 
J. H. O’Brien....101 
J.T. Fitzsimmons.113 
E. M. Tennant.... 95 
W. G. Zingheim.. 91 
M. Bulot (Guest). 

Mauer (Guest) ..121 
Small (Guest) ...146 
Wm. Hand 
Macy Good 
Scheleen (Guest).111 
J. M. Matchett...114 
W. F. Thumm....117 


Bs Bs Wee 200% 104 
P. V. Hyland 110 
G. F. Mooney 111 
R. P. Corse 


30 
26 


26 
30 


30 


88 
90 
84 
83 
81 
84 
82 
77 
74 


96 
86 


88 
87 


80 
89 























Top picture: Thomas H. Monaghan, president W. T. G. A., C. 
E. Barrows, Crane Co., William F. Thumm and E. F. Olsen, 
Crane Co. Middle picture: E. W. Thomas, Jr., Reading Iron 
Co., W. D. Martin, Jr., American Brass Co., W. H. L. Smythe, 
Reading Iron Co., M. G. Henderson, A. M. Byers Co., treasurer 
W.T. G. A. Bottom picture: G. F. Mooney, J. T. Fitzsimmons, 
Plumbing Sales Co., H. W. Evans and J. M. Grace, Imperial 
Brass Mfzx. Co. 
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Kaustine 
tells 


why ARMCO Ingot 

Iron serves long in 

Septic Tanks and 
Chemical Toilets 


INGOT 
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EE 


““ I. BOUT ten years ago we began the use of 


Chemical Toilet Tanks.* 


“We have many installations today where the 
original ARMCO Ingot Iron tanks, installed | 
nine or ten years ago, are still in use and giving 
excellent service. 


“From our experience, we believe that ARMCO 
Ingot Iron tanks will last longer than steel tanks, 
for use in Kaustine systems of sewage disposal; 
and for this reason we are using ARMCO Ingot 
Iron exclusively in all our products. This, without 
exception excluding those few cases where cheap- 
ness of first cost is the controlling consideration.” | 


The fact that ARMCO Ingot Iron is used in products you i3| 
install is a big and important selling point . . . one that you 3) 
will want to cash in on to the utmost. | 
facturer or jobber salesman to explain further. Or, write 
us direct. 


THE AMERICAN ROLLING MILL CO. 


A R MA oe Here RUST-FIRE its retarded. The only 
difference between rusting and burning is 


IRON 


RESISTS RUST 


== ESS re 
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ARMCO Ingot Iron in Kaustine Septic and 





Ask your manu- is} 








Executive Offices, Middletown, Ohio 
Export: The ARMCO International Corporation 
Cable Address—ARMCO, Middletown, (O) 








tsame—both are oxidation. You can feel and see 
the fire produced by rapid burning, But when . 
metal rusts, the process is too slow to see. Rust : 
is the ‘ash’ of this fire. 
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Matchless 
quality in fittings of per- 
fect design is not only the aim but also 
the accomplishment of the Richmond 
Foundry. That is why discriminating 
workmen stick by Richmond Products. 


Ask for our complete catalog 


Te DICHMOND 


FOUNDRY £- MANUFACTURING CO 


RICHMOND, VIRGINIA 
“A DEPENDABLE SOURCE OF SUPPLY” 
RRNA A (a 
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The presence of 


WOLFF 
SUPERIOR PLUMBING FIXTURES 


in a building 


is a guarantee of quality 
construction throughout 


WOLFF CO. 
CHICAGO 























STOCKHAM FITTINGS-~ 


and the man with the pipe-wrench 












O THE MAN WITH THE PIPE-WRENCH 

T stockham offers fittings produced with 

that sense of responsibility and accuracy 

which governs his work. Stockham Fit- 

tings are made in more than 4000 patterns. 
Cast iron or malleable—screwed, flanged, 


drainage for gas, water, steam, oil or air 
—cast steel flanged fittings and flanges. 









STOCKHAM 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALABAMA 
Warehouses with complete stocks in 
Boston New York Chicago Los Angeles 
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Capitol radiator valves 
and elbows are now ‘ 
equipped with— 


UNION NUTS ~~ 
of 


FORGED BRASS 


— they have double the 
tensile strength of the 
ordinary cast brass nut. 
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Personal Mention 


H. D. Stannard has returned to full time connection with 
the organization of Oscar C. Andersen, Chicago, manufac- 
turers’ representative. Increased business and the growth 
of Mr. Andersen’s firm have necessitated Mr. Stannard’s 
devoting all his time to the organization. 


A. J. Fitzgibbon has been made district sales manager of 
the Philadelphia, Pa., territory for Cohoes Rolling Mills 
Co., Cohoes, N. Y. Mr. Fitzgibbon’s experience in the 
plumbing and heating industry is broad, as he has for 
many years covered various sections of the country call- 


| ing on wholesale houses in the interest of the several 
manufacturers whom he has represented. 


James E. Holmes, well 
known to wholesalers of pipe 
in the East, has had a recent 
promotion with the Republic 
Iron & Steel Co., with which 
he has been connected for 
several years. Mr. Holmes, 
who formerly operated out of 
the New York City office of 
the company, has been made 
manager of the pipe division, 
with headquarters at Youngs- 
town, Ohio. Mr. Holmes is 
now under the supervision of 
the general manager and as- 

















sistant general manager of 
sale. Besides being well 
known as a pipe salesman, James E. Holmes 


Mr. Holmes has a wide repu- 
tation as a trade golfer, and was formerly captain of the 


Metropolitan Trade Golf Association. 
’ 


Robert McKeown, Jr., who headquarters at 46 Cornhill 
street, Boston, Mass., has been appointed representative 
for New England by the C. M. Kemp Mfg. Co., handling 
that company’s line of specialties. Mr. McKeown will con- 
tinue to serve several other companies as well. 


C. R. Heap of William Heap and Sons, Grand Haven, 
Mich., has returned from California and is now cover- 
ing his old territory with headquarters at Grand Haven. 


Stephen H. Gilmore, manager, St. Louis, Mo., Branch, 
Kohler Co., Kohler, Wis., was married recently to Miss 
Victorine Freid, at St. Stephens Church, in St. Louis. 
After the ceremony Mr. and Mrs. Gilmore drove to New 
York City on their honeymoon trip. 


Louis J. Waldear of San Francisco, Cal., for many years 
associated with the Pacific Sanitary Manufacturing Co., 
and, since its merger with the Washington Iron Works 
in September, 1926, with the latter concern as sales pro- 
motion representative, is now specializing in advertising. 


L. D. McIninch has been placed in charge of the North 
Carolina territory of the Sloan Valve Co., Chicago, and will 
maintain offices at 703 Jefferson building, Greensboro, 
N. C. He has been connected with the Sloan organization 
for several years. 
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This extra heavy red metal sleeve type valve with 
high seat and all working parts removable is 
used on all Wiseco concéaled fixtures— 
there is nothing better made. 








SPEND YOUR VACATION 
ENS ARV AS : 


i 
' 








j 
/ 





Porcelain Head 
if required 





J.B. WISE, INC. 


WATERTOWN, N. Y. 


oOMACHyHZ 
OZpr<xa-—pnt 


New York Chicago 
Philadelphia Los Angeles 
St. Petersburg Seattle = 






7. nay , 





+ 8 dma Dot 


DT ESTATE 





ALSTER TOWER, BOL 








THE STANDARD OF QUALITY SINCE 1877 AT THE THOUSAND ISLAND q ST. potlet Sees 


FOR INFORMATION WRITE TO THOUSAND ISLANDS GUESTS ASS'N, WATERTOWN, N.Y. 























Mention Domestic ENGINEERING when writing advertisers. 





DOMESTIC ENGINEERING June 9, 1928 





CITY HALL S 


LOS ANGELES, CALIFORNIA 
Equipped throughout with 
SLOAN ROYAL FLUSH 
VALVES 
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_MARKETS _ 


BUSINESS REPORTS FROM LARGE JOBBING CENTERS 
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Business Assumes Better Aspect 


N THE course of the past seven days the plambing and heating materials’ market as a whole continued 
a to show a trend toward betterment, both as concerned the pace of demand and the price structure. 
Regarding the last mentioned feature, manufacturers of brass pipe, for the second time in the last two 
or three weeks, advanced their prices to wholesalers %4 cent per lb. One more soil pipe foundry also ad- 
vanced its published prices 5 points, leaving practically but one large maker of this product whose sheets 
in the hands of jobbers carry the low prices established about April 14, As concerns the movement of ma- 
terials into consumption, wholesalers in almost all the large jobbing centers, while complaining here and 
there of some irregularity in trading, state that their sales volumes are gaining. This upturn in consump- 
tion has been more pronounced since the beginning of May than at any time during the year. Roughing-in 
goods are playing an active part in boosting distributors’ volumes in most sections. Manufacturers of the 
various commodities are in possession of ample stocks, and can promptly meet wholesalers’ requests for 
materials. While jobbers are not anticipating their needs as a general rule, they are maintaining good-sized 


gi \a 





stocks. 


New orders for 1,325 steel boilers were placed during April, as reported to the Department of Com- 


merce by 72 manufacturers, comprising most of the leading firms in the industry, as compared with 1,247 


boilers in March and 1,548 in April, 1927. 


MIDDLE ATLANTIC 


Sales Volumes Are Gaining— 


With that which predominates trading in the plumbing 
and heating materials’ market, building construction, 
noticeably off as the year turns toward the home stretch 
of the second quarter, when a comparison is drawn with 
what was accomplished during this same period of 1927, 
it only follows that sales have suffered in the aggregate 
by a like contrast. Redeeming features of this statement, 
though, are that this is not true of the entire Middle At- 
lantic area and generally the past months, May over April, 
narrowed to some extent the variance. Outside of Phila- 
delphia, which shows a larger loss than any Pennsylvania 
city in building activity, Bethlehem, Allentown, Altoona 
and York are credited with perceptible gains. Areas sur- 
rounding Washington, D. C., and Baltimore, Md., have 
begun also to make up the loss the early part of this year 
showed over 1927. 

While the irregularity in the rate at which merchandise 
is bought and sold has been more noticeable this year 
than least, there are indications that this aspect is slowly 
disappearing and that the market is improving even 
though the receipt of orders does not put the trade in a 
much better position this week than when the last ap- 
praisal of conditions was made. In the course of the 
past 30 days this market as a whole showed a trend 
toward betterment in both demand and price structures 
as any changes in the latter feature were upward. Manu- 
facturers of soil pipe increased their quotations several 
points and announcements of a 5 per cent advance in the 
prices of radiators was made. Brass pipe prices went up 
a quarter of a cent on two different occasions, the last 
change being made during the past week. 


Soil Pipe 
Some of the manufacturers of soil pipe are still asking 
prices that vary several points. One interest made a 5 
point advance during the week. Jobbers report little 
change in the rate of calls from master plumbers, and 
put demand a little below what it was last year at this 
time. 
Steel Pipe 
Practically all back orders have been delivered by 
mills, although some jobbing houses still have some of 
the pipe on hand which they bought about 60 days ago. 
The rate at which manufacturers are entering fresh busi- 
ness is improving from week to week. Wholesalers report 
that while the requirements of their trade for steel pipe 
are not heavy, there was on the whole a betterment in 
their sales over previous weeks. . 


Wrought Iron Pipe 

The wrought iron pipe market showed an improved 
condition during the closing days of May. Jobbers in some 
instances found that this same period gave them more in 
the way of business, necessitating that they add to the 
strength of their stocks. Distribution of pipe is prompt. 

Enameled Ware 

In the case of many of the manufacturers, business for 
May looked better than it did in April, most of it being 
in the form of releases on placements made at the lower 
levels of some weeks back: Although jobbers are to a 
great extent obligated to take shipments at arranged in- 
tervals, their stocks are not out of proportion as their 
turnovers, while not brisk, are at a pace that is gain- 
ing from week to week. Manufacturers have warehouse 
stocks which permit undelayed shipments. 

Pottery 

Potters are making every effort to close some of the 

business that is involved in new building projects in a 
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number of the larger cities throughout the territory. Buy- 
ing interest for the week seemed centered around spe- 
cials. Jobbers in many instances still have fairly good 
stocks of wash-down bowls and tanks. 
Plumbers’ Brass Goods 

Most of the offices of manufacturers of both cast and 
tubular brass goods in this territory give out the im- 
pression that their volumes of business ran ahead in May 
over those of April. The market did not experience the 
general falling off in activity during the past month that 
it did at the close of the preceding 30 days. Master plumb- 
ers are absorbing quantities of brass goods that aggregate 
a good seasonal volume. Makers have not disturbed 
prices. 

Range Boilers 

The consumption of range boilers in this section of 
the country is not coming up to that which was enjoyed 
last year at this time. However, master plumbers have 
been in the market for enough of them to absorb the 
boilers of some jobbers bought at the lower rates called 
for in the sheets existing prior to those now in effect. 
This has created a small amount of new business for 
manufacturers. No new price sheets have been issued 
by manufacturers. 

Boilers and Radiators 

Belated orders on the part of heating contractors ac- 
counted for considerably more business reaching manu- 
facturers from jobbers than was entered the first week 
after the price advance on radiation was announced. In- 
cluded in these placements was quite a little immediate 
delivery business. In many instances the change had its 
influence on boilers inasmuch as a large proportion of the 
lettings included the last mentioned item. No further 
price changes have been made by producers. 

Fittings 

Shipments of fittings from sources of manufacture were 
in better volume during the closing days of May than 
they have been for some time. This was accounted for as 
the rising needs of plumbing and heating contractors 
have in a definite way begun to make inroads on the 
heretofore well stocked bins of jobbers. No change has 
been made in prices by makers. 


CENTRAL WEST 


Trading Continues To Mount— 


Wholesalers serving Chicago and its suburban territory 
agree almost unanimously that the plumbing and heating 
materials’ market taken as a whole is considerably behind 
the first five months of last year in the matter of volume. 
At the same time, the future of the market is given a 
brighter aspect by the reports of the majority of whole- 
salers that contractor demand for roughing-in materials 
quickened perceptibly in the early part of May. AIl- 
though this improvement in the call for roughing-in goods 
occurred about a month later than expected by whole- 
salers in general, it is felt by most sellers that it will con- 
tinue for some time. Since last month opened distributors 
of soil pipe, steel pipe, wrought iron pipe and other 
roughing-in materials: included in this report, not only 
have noted an improvement in the call for this type of 
material, but state that almost with each succeeding week 
the needs of contractors seem to grow larger. 

The call for finishing commodities seems to be main- 
taining close to the same level from one week to the next, 
but this type of material is also expected by sellers to 
move in better volume when some of the buildings re- 
cently started reach a more advanced stage. Brass pipe 
prices were advanced % cent per lb. during the week by 
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makers. Most makers are in possession of good-sized 
stocks and can grant prompt deliveries. Contractors are 
able to secure most items from their wholesalers ag 
wanted. 
Soil Pipe 
The only change of note in the soil pipe market dur- 
ing the week was the announcement by one maker of a 
5 point advance in his prices to wholesalers, a new price 
sheet being issued by this manufacturer. Three of the 
large makers’ sheets in this territory are now at the same 
level, while one large manufacturers’ sheet prices are 5 
points below these quotations. Little change was felt in 
demand upon foundries, although contractors are calling 
a little more freely for pipe. Wholesalers, however, are 
able to take care of most of this business from stocks on 
hand. 
Steel Pipe 
While steel pipe makers, in the majority of cases, are 
not finding much of a change in the new tonnage reach- 
ing them from their jobber customers, the latter’s turn- 
over is reported to have improved steadily from week to 
week since the first part of May. In most instances, whole- 
salers are able to take care of the current needs of con- 
tractors from stocks on hand. Mills are able to grant 
prompt shipments. 
Wrought Iron Pipe 
Sellers in this territory state that conditions pertain- 
ing to the wrought iron pipe business varied little dur- 
ing the week, as far as new orders were concerned. First 
of the month shipments, however, were quite substantial, 
according to reports. Jobbers state that contractors are 
more in need of roughing-in material than a month ago. 
Mills and jobbers are able to supply their customers with- 
out delay. No price changes were announced during the 
week. 
Fittings 
Plumbing and heating contractors are using a seasonal 
quantity of fittings, according to jobbers covering this 
area. Almost without exception, jobbers’ bins are well 
stocked with assorted sizes, and, as they are able to meet 
the current requirements of their customers promptly, few 
orders of large dimensions are reaching makers. No com- 
plaint is heard as to the delivery service offered by manu- 
facturers. The latter’s prices did not change during the 
week. 
Enameled Ware 
; Contractors appear to be using enameled ware in quan- 
tities closely in line with this season of year, although 
most manufacturers agree that their volumes so far this 
year are below those for the corresponding period of 1927. 
Deliveries, according to reports, are being granted with- 
out delay by makers. Manufacturers’ prices were not 
changed during the week. 


Pottery 

While shipments of vitreous-china plumbing fixtures 
during March and April were considerably in excess of 
those for the same months of 1927, makers state that 
this condition was due to the liberal buying by job- 
bers prior to the advance in prices of wash-down bowls 
and tanks late in February, and not to greater needs of 
contractors. The latter, according to reports, are using 
seasonal quantities of ware. Shipments are leaving pot- 
teries promptly. 

Plumbers’ Brass Goods 

Under date of June 5, one large tubular maker issued 
an announcement to the effect that its minimum charge 
for any invoice will hereafter be 50 cents, and that to 
any shipment of less than $10.00, 10 per cent will be 
added. The reason given for this was the “increasing cost 
of making small shipments.”’ A fairly good volume con- 
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tinues to move into consumption. Delivery service in this 
territory is fairly good. Manufacturers’ sheet prices were 
unchanged during the week. 
Range Boilers 

Contractors are purchasing range boilers in small quan- 
tities commensurate with their actual needs. Wholesalers 
have good-sized stocks and can fill the requirements of 
their customers without delay. The bulk of this material 
was purchased prior to the last price advance, according 
to reports. Manufacturers did not issue new price sheets 
during the week. 

Boilers and Radiators 

In comparison with the liberal buying that followed the 
recent price advance on radiation, makers found the 
volume of new business to reach them during the past 
week somewhat light. Factories are able to grant most 
requests for shipments. Makers have considerable busi- 
ness on their books for later delivery. No price changes 
were made by manufacturers in the last seven days. 


~NEW YORK 


Trading Further Expands— 


The building activity in the Metropolitan zone of New 
York is expanding as the weeks succeed each other and 
sales in plumbing and heating materials are reaching 
larger figures at a corresponding pace. For the five months 
which have elapsed this year S. W. Straus & Co. in re- 
cent reports put the rate of construction 10 per cent 
ahead of last year’s figures for this same period. The 
authorization of building in this area at the close of 
May is valued at a half billion dollars and the bulk of 
these undertakings is said to be in the suburban areas. 
Westchester County, N. Y., and Northern New Jersey are 
accounting for a large share of the building. Long Island 
is also quite active with numerous developments such as 
the one started at Great Neck involving a million and 
a half dollars. 

From the reports gathered among wholesalers it is 
evident that prices are not as stable as they might be and 
it is also clear that the credit situation is not wholly 
secure. Manufacturers’ prices are somewhat steadier, 
especially in the instance of brass finishing goods. Aside 
from another advance of a quarter cent on brass pipe and 
a new sheet of a soil pipe manufacturer that raised his 
quotations 5 points from a low position, no changes were 
effected since the last report. 

Soil Pipe 

The developments of the week added to the strength. of 
quotations when one manufacturer who was at a low 
base was reported to have issued a new sheet which car- 
ried an advance of 5 points. Jobbers are taking in pipe 
at a good rate, which is in keeping with the demands made 
on them by master plumbers. While the stocks of all 


manufacturers are not complete, shipments leaving 
foundries are not seriously delayed. 
Steel Pipe 


The steel pipe market has shown some improvement in 
the last week or ten days now that it is more or less 
distinctly understood that all the old tonnage has been 
Shipped. Jobbers’ stocks are none too heavy; as a con- 
sequence demands made on them by plumbing and heat- 
ing contractors are quickly reflected in the business they 
Dlace. Mills are taking care of shipping requests ex- 
peditiously. Manufacturers have not changed their prices. 

Wrought Iron Pipe 

Any change in demand for wrought iron pipe was clearly 
On the side of betterment. Office and other large con- 
struction projects are absorbing this type of pipe at an in- 
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creasing rate. Though jobbers have moderate stocks, they 
are well assorted and with the prompt delivery service 
that is available from mills there is little or no complaint 
forthcoming. Producers have made no change in prices. 
Enameled Ware 

Manufacturers report that shipments of ware are sub- 
stantial and are on the increase, as considerable new busi- 
ness was recorded during the past week. There are also 
indications that inquiries and figuring which are heavy 
give the future a bright aspect. Jobbers are keeping their 
stocks only at a level that is intended to prevent short- 
ages. 

Pottery 

With practically all the old pottery 
and jobbers’ stocks none too heavy, some manufacturers 
have stepped their production up to meet the demand that 
is anticipated. The requirements of plumbing contractors 
during the past seven days accounted for a good volume. 
Potters have announced no change in prices and new 
business taken, according to indications, is at quotations 
that conform closely to sheet discounts. 

Plumbers’ Brass Goods 

New orders and specifications on contracts reported for 
the week generally were large in numbers, but small in- 
dividually. Current trading is a rather close reflection 
of the needs of master plumbers, due to the comparatively 
low inventories on the shelves of wholesale houses. Manu- 
facturers are making shipments about as they are sche- 
duled. Factory prices are rather firm and have undergone 
no change. 


business shipped 


Range Boilers 

About the only commodity that 
ward in the boost given to demand since the last weekly 
report was range boilers. While jobbers in many instances 
have enough boilers to carry them on for a time, the 
needs of master plumbers were noticeably lacking. Manu- 
facturers are in position to deliver promptly. 

Boilers and Radiators 

After the moderate way in which orders for boilers and 
radiators were recorded in March and April by most manu- 
facturers, May has been an outstanding month. Some 
interests feel that the month just past will surpass the 
like 30 days of last year in point of tonnage, although 
none had completed the compilation of figures. Heating 
contractors are busier than they have been all year. Ship- 
Makers have not changed prices. 
Fittings 

Orders from wholesalers trickled through to manufac- 
turers a little more freely in the past few days, even though 
the mid-week holiday had its effect on business. The ris- 
ing needs of piping contractors for fittings are taking their 
toll on the bins of jobbers, forcing some of them into the 
market for replacements. There are some wholesalers who 
still have orders that were placed in April against which 
they are making withdrawals. Factories are not delaying 
shipments. 


NEW ENGLAND 


New Construction Reaches 
Higher Level— 


The past week, accompanied by more active interest in 
home building and by expedition, on the part of sponsors, 
in construction of many major operations, has served to 
further encourage those engaged in the plumbing and 
heating industry in this section. Early year proposals are 
turning into actual developments at a much enlivened rate 
and each succeeding week evolves more optimistic reports 


was not carried for- 


ments are uncurtailed. 
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from makers, wholesalers and contractors. There is a 
comparatively large volume of work which is almost at the 
letting stage, and this is necessarily preceded by the issu- 
ance of many quotations. 

The majority of manufacturers reporting in this terri- 
tory have experienced satisfactory shipments during the 
month of May. Boiler and radiator producers are espe- 
cially prominent in this class, due to releases at the time 
of price advances. Improved demand for soil pipe, enam- 
eled ware and range boilers was noted in reports re- 
cently received. Contractors’ requirements have com- 
pelled jobbers to gradually increase their holdings. Brass 
pipe was advanced 4 cent per pound during the week by 
makers. 

Soil Pipe 

One maker announced a 5-point price advance during 
the week. Jobbers’ orders have been coming in more fre- 
quently, according to several makers’ representatives. 
Stocks at foundries are such that no delivery delays are 
encountered. Wholesalers are also in position to fulfill 
the immediate wants of their customers. 


The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 








Par 1928 
Value High Low Quotations of June 2, 1928 * Bid Asked Last 
25 15234 130% American Radiator Co.,com................ A 144 144% 144 
147 132% American Radiator Co., pfd.................4 A 146% 147% 147 
50 74% 53% Anaconda Copper Mining Co...............: A 74 74% 74 
NP 49 27% Brunswick-Balke-Collender Co..............4 A 47 474% 47% 
NP 117% 90% A.M. Byers Co.,com.................1 A&F 104 - 104% 104 
100 112 108% A. M. Byers Co., pfd.................. A&F 111% 112% 111% 
100 140 137 Century Electric Co., com.................. G 135 137 135 
100 106 101 Century Electric Co., pfd.................-. G 102 104 102 
50 6 4% Chicago Nipple Mfg. Co.,“*A”.............. B 5% 534 5% 
50 3 2 Chicago Nipple Mfg. Co.,“B".............. B 2% 3% 2% 
25 47% 45 eI UR iso's evecicwonesseevotus C 45% 46% 45% 
100 122 119 Crane Company, pfd.......................C 121% 122 122 
100 «(94 91 Detroit Brass & Malleable Works............ D 92 94 92 
100 110 105 The John Douglas Co., pfd.................1 105 108 105 
20 3 17 Eagle-Picher Lead Co..............200000- I 17% #18 17% 
NP 50 324% Fairbanks, Morse & Co., com.............../ 4 43 43% 43 
100 111% 104 Fairbanks, Morse & Co., pfd................ A 108% 10944 109 
NP 134 111% Johns-Manville Corp....................... B 123% 1235, 123% 
100 160 150 Jones & Laughlin, com..................05- F 160 <ine ae 
100 123 120% Jones & Laughlin, pfd...................... F 120 122 121 
1 21 20 Michigan Copper & Brass Co............... D -19 21 20 
NP 45 30 Minneapolis-Honeywell Regulator Co........ C 37% 38% £38 
NP 4 32 ie Mls SI Ge EI, GID... wie cccccccccccoccale Oe 38% 38 
100 136 123 National Lead Co., com....................A 126 126% 126 
100 147% 139 er eS ere A 146 146% 146% 
NP 40% 23% National Radiator Corp..................../ A 233% 2% 24 
100 108 104 Ohio Brass Co., pfd.............. pee ee eee 106 
NP 100 92 EN EE cok onan de cceaeebesende H 92 O4 93 
100 101 100 Penberthy Injector Co., pfd........ weesvene D 100° 101 100 
25 26 3 Pierce, B. & P. Mfg. Corp., com............. ae 10 Bs 
100 95 . 25 Pierce, B. & P. Mfg. Corp., pfd............. U 30 50 30 
NP 27 1924 Richmond Radiator Co.,com............... B 20 20% 2 
NP 39% -° 36 Richmond Radiator Co., pfd................ B 37 37% 37 
100 «653 48 NEE Es Sc dccowncsdeedc iodine alicia U 8 55 53 
25 39344 33% Standard San. Mfg. Co.,com............... F 39% 4 39% 
100 125 115 Standard San. Mfg. Co., pfd................ eee Heaton 115 
100 «55 45 Trenton Potteries Co.,com................. U 45 55 45 
100 «95 05 Trenton Potteries Co., pfd.................. U 95 105 95 
100 300 190% U.S. Cast Iron P. & F. Co., com............: A 270 270% 270 
100 137 115 U. 8. Cast Iron P. & F. Co., pfd........ ...--A 120% 12934 129% 
NP 46 38 U.S. Radiator Corp., com.................. D 39 41 40 
100 106 103 RBS ee D 103 aal ies. 
1000 «663% «440 eG inns acini benno A 8% 4% 43% 
100 109% 76% U.S. Rubber Co., pfd............ hicactnute A 7% %%% 7% 
100 154 Se Ss ee ET ENED... cvccéecwccvuecadcoul A 1454, 145% 145% 
100 147% 138% U.S. Steel Corp., pfd................ceeee A 142% 142% 142% 
NP 19 154% Walworth Company......... sheveakbe A 16% 17% 16% 
NP 10 6% Williams Oil-O-Matic Htg. Corp............. C 8% 9% 9 
NP 106% 8544 Youngstown Sheet & Tube Co..... idee oideell A 88 88, 88 
* Where listed— : 
A—New York Stock Exchange F—Pittsburgh Stock Exchange 
B—New York Curb Exchange G—St. Louis Stock Exchange 
C—Chicago Stock Exchange H—Cleveland Stoek Exchange 
D—Detroit Stock Exchange I—Cincinnati Stock Exchange 
E—Boston Stoek Exchange U—Unlisted Stocks 
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The Metal Market 


Average Average Average 
June 5 Apr., 1928 Feb., 1928 1927 
PIG IRON— 
No. 2 foundry, Chicago, 


PUFMAOO cece ccccccocs $18.00 $13.50 $13.50 $19.66 
PLATES AND SHEETS— 


Steel boiler plates, Pitts- 


burgh, per Ib.......:% 1.860 1.85¢ 1.85c 1.886 
Blue annealed sheets, No. 
10, Pittsburgh, per lb. 1.90c 2.050 2.10c 2.20¢ 
Black sheets, No. 24, 
Pittsburgh, per Ib.... 2.65ce 2.75c 2.85c 2.91le 
TIN— 
NY A on ar Oe ee .50c 
LEAD— 
Dt c edentcaneeews 6.25¢c 
The Old Metal Market 
Dealers’ Buying Prices 
Per Ib. Per lb. 
Aluminum clippings....18 e¢ Ce: GEE cckedececes 10 @ 
eee Gee cadadedceound 46%c Copper, uncrueibled 
meee, TEMS os cebsdsicos 6%Cc Wane. och seess rie eets 11%0¢c 
Brass, heavy mixed.... 7%c Faucets and valves.... 9%e 
ns A baeeeb-onebxe 10 «@ Lead, heavy .......... 5.606 
Copper, crucible ....... 12 cc i i Ee ee 9%@ 


NOTE: Prices are those quoted on Tuesday of this week. 





Steel Pipe 
The past week has contained no discernible step-up in 
contractor demand, yet several wholesalers have been 
aware of some quickening in their disposals. Shipments 
from mills during the past week, enhanced by June 1 deliv- 
ery orders of distributors, have reached good proportions. 
Neither mill nor jobbers’ prices have changed. 
Wrought Iron Pipe 
While no keen interest is displayed by jobbers in largely 
augmenting their wrought iron pipe racks, makers, never- 
theless, report continuing satisfactory receipts. Frequent 
replacement orders and industrial consumption require- 
ments account for the biggest part of the tonnage. Re- 
serve supplies at mills are adequate. Manufacturers’ 
prices are firm and have not been changed. 
Fittings 
Wholesalers in general are buying in accordance with 
the demand exemplified by their customers, and are not 
ordering beyond their expected 30-45 day wants. There 
is, however, an improvement in the consumption of cast 
iron and brass fittings, which is reflected in the reports of 
several manufacturers as to their receipts during the week. 
Delivery conditions continue to be excellent on stock sizes. 
Enameled Ware 
Since the last report on this commodity, and in fact 
since early May, there has been evident a definite upturn 
in consumption requirements. Jobs figured during the 
early months of the year are reaching the point where 
they need finishing stock. Wholesalers’ replacements, in 
carload quantities and in pick-ups from makers’ local 
warehouses, aggregate satisfactory volumes for producers. 
No price changes have been announced by makers. 
Pottery 
Special ware, intended for use in large projects, fea- 
tured in good measure in potters’ receipts during the past 
seven days. Shipments as of June 1 of staple ware, mostly 
on previously made contracts with wholesalers, combined 
to give most makers quite large weekly volumes. Stocks 
at sources and at distributing points are adequate for the 
present. 
Plumbers’ Brass Goods 
With the exception of seasonally good first of the month 
shipments to wholesalers’ warehouses, no immediate 
change in the complexion of this market was noted since 
(Continued on Page 77) 
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New Trade Literature 


A Unit Air Conditioner 


Carrier Engineering Co., of Newark, N. J., has just 
issued a catalog descriptive of its unit air conditioner. 
The booklet mentions many industries, such as the con- 
fectionery, printing, cigar-making, etc., in which air con- 
ditioning is a necessity. The operation of the unit is then 
explained, and the course of the air and its treatment as 
it passes through the unit, the establishing of humidity 
control, the free moisture eliminators, the spray system, 
and other features are also described. 


Folders of Cork Import Corp. 


Cork Import Corp., of New York City, is distributing 
a folder describing its cork covering for refrigerated lines 
and tanks and drinking water systems. The uses of cork 
as an insulator are mentioned, and specifications are given 
for brine and ammonia lines. Another folder describes 
how the company’s corkboard insulation is made from the 
outer bark of the cork oak. The process of removing this 
cork from the cork oak trees in Spain, and the method by 
which it is made into insulation for roofs, walls and floors 
of buildings, is also described in this bulletin. 


Report of Electric Water Heating Test 


Hynes & Cox Electric Corp., of Albany, N. Y., has just 
issued a booklet containing reports of electric water heat- 
ing test on low wattage heaters, conducted at Russell 
Sage Laboratory, department of physics and electrical en- 
gineering, Rensselaer Polytechnic Institute, of Troy, N. Y. 
Eight performance charts are included in the report, and 
there are also records of tests on actual installations in a 
residence. 
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Circular of the Borden Co, 

The Borden Co., of Warren, Ohio, is distributing a cir- 
cular describing two new self-contained die stocks which 
may be adjusted for threading any size pipe within its 
range, without changing dies and bushings. The various 
features of these die stocks are described in detail in this 
circular. 

Book on Goggles and Protectors for Users of the 
Welding Torch 

Plumbing and heating contractors 
cutting and welding torch for connecting pipes or 
purposes may be interested in a new catalog on goggles, 
eye protectors, shields, ete., just the Chicago 
Eye Shield Company, 2300 Warren avenue, Chicago, Illi- 
nois. The catalog states that those who are not familiar 
with the peculiarities of light from a welding are should 
know that only a comparatively small portion of the light 
is actually visible to the naked eye. When the goggles 
are used only three thousand light units are visible to the 
eye whereas about four thousand are invisible. The light 
in the four thousand units represents the ultra-violet rays. 
The goggles made by this concern are upon the 
principle of preventing the ultra violet rays from reaching 
the eye. This catalog, 6x9 inches in size, with 48 pages 
and cover, illustrates and more than 60 kinds 
of goggles and other devices for eye protection. 
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Window Display Card 

Chase Brass & Copper Co., Inc., of Chicago, is distrib- 
uting a lithographed window display card, 13% by 21% 
inches in size, printed in three colors. The card features 
the company’s brass pipe. 

Catalog of Shaw-Perkins Mfg. Ce. 

Catalog No. 25, describing high convection radiators for 

steam and hot water heating, been issued by 


has just 








How to Convert Any Space into 


Heated Working Area 


— quickly, simply, economically 








N any building reached by a 

steam line, it is a simple matter 
to install Trane Unit Heaters. 
Light in weight—easily suspended 
from the ceiling without elaborate 
supports or heavy block and 
tackle. Only two pipe connec- 
tions to make. Readily moved 
from one department to another. 
One standard type for all pres- 
sures from 0 to 150 Ibs. 


This flexible equipment gives 
heating results not obtainable 
with old-fashioned, cumbersome 


heating installations. The Trane 
all-copper heating element is the 
most efficient surface yet devel- 
oped for transmitting heat. In- 
creased capacity —fewer units 
needed—lower cost for the job as 
a whole. Each B.t.u. goes where 
heat is wanted—at the working 
level. This means a big cut in 
heating costs. 


Sell Trane Unit Heaters now. for 
ventilation during the summer. 
Write for booklet, ‘“‘How to Cut 
Heating Costs,”’ and Bulletin 23. 














UNIT HEATERS 


a 


oe 


THE TRANE COMPANY (Est. 1885) 


204 Cameron Avenue, La Crosse, Wis. 
Send your booklet, “How to Cut Heating Costs.” 
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ENNINGS Condensation 
Pumps receive the condensation 
from steam radiators, particularly 
radiators set below the boiler water- 
line level, and pump the conden- 
sation back to the boiler. 


Supplied in standard sizes up to 
16,000 sq. ft. equivalent direct 
radiation. 





Write for Bulletin No. 63. Meter-Deiesn 
Jennings 


NASH ENGINEERING Co. Condens ation Pump 
41 Wilson Rd., So. Norwalk, Conn. 


Jennings Pumps 














UNITED Lavatory 
Supply 


The illustration shows one 
of the items of the United 
complete line of enduring 
quality lavatory supplies. 
Furnished with wheel or 
China index handle, Lock 
shield stop or supply with- 
out stop. 














No. 740 











UNITED-OBERNDORF CORP. 


3844 Hamilton Ave. 
CLEVELAND OHIO N F- 
is es 


LOW PRESSURE up to 50 lbs. 


AEROFIN See 
f # Tube-Plate Construction 


Whatever you ’ve wished for in 
a Fan System Heating Surface 
you ‘ll find in Aerofin! 


Non-Corrosive—Compact—Lightweight 
Encased Units, installed quickly and cheaply 


Bulletins upon request to Aerofin Corporation, 750 Frelinghuysen Ave., Newark, N. J. 


25 to 350 lbs. HIGH PRESSURE 


secanuiiiiene é Fa) 0 & f NV 


Continuous Seamless Tubes 
EADING CORPORATIONS— 
distinguished for the certainty 
with which they buy the most modern 
equipment and secure the most satis- 
factory service at lowest final cost— 
are installing Heggie-Simplex Electric 
Welded Steel heating boilers in 
steadily increasing numbers. 







































HEGGIE-SIMPLEX BOILER COMPANY 
JOLIET, ILLINOIS 


Representatives in Principal Cities 





Shaw-Perkins Mfg. Co., of Pittsburgh, Pa. The catalog 
describes the oval tube for heat exchanging purposes which 
is used in the company’s high convection radiator. Nu- 
merous illustrations, showing the radiators installed upon 
wall brackets, in recesses, and in various types of build- 
ings, are shown. There are also blue print diagrams with 
roughing-in dimensions, and information as to how high- 
convection radiation should be figured for a given heat 
loss. 
Circular of Schutte & Koerting Co. 

Schutte & Koerting Co., of Philadelphia, Pa., is dis- 
tributing a circular describing its safety shut-off valves 
for gas water heaters. The valves are designed to work 
in conjunction with the thermostat on automatic heaters 
or the hand controlled gas coils on heaters of the non- 
automatic type. In addition to the text, there is a cross 
section view, and a diagram showing methods of instal- 
lation. 


THIS WAS NEWS 









20 YEARS AGO 


June 6, 1908 
Leader Iron Works, Decatur, Ill., have opened an office 
at 27 William street, New York City. 
1908 
H. Mueller Mfg. Co. of Decatur, Ill., has opened a Chi- 
cago office and showroom at 48 Dearborn street. 
1908 
Henry B. Gombers, secretary of the National Asso- 
cution of Master Steam and Hot Water Fitters, has 
just issued the official program for the twentieth annual 
convention of that organization, to be held at the Hotel 
Brunswick, Boston, from June 15 to 18. In addition to 
the business session, there will be a concert at Symphony 
Hall, a bowling match and a trip by steamer down Bos- 
ton harbor. 














1908 
The members of the Pittsburgh Master Plumbers’ Asso- 
ciation, at the last meeting, formally organized the ‘‘Bos- 
ton Club,’’ which will be composed of the members of the 
association who will attend the convention of the National 
Association of Master Plumbers, at Boston. Joseph A. 
Weldon was elected president of the club. 
1908 
The plumbing inspector of Des Moines, Iowa, and the 
jonrneyman plumbers of that city have each prepared 
ordinances to govern plumbing in Des Moines, and the 
master plumbers are also being urged to submit a tenta-— 
tive ordinance. From these three suggestions the council 
will be asked to prepare a strict plumbing ordinance. 
1908 
Some time ago the city council of Grand Rapids, Mich., 
appropriated $5,500 for the construction of a public com- 
fort station in that city. Efforts are being made to have 
the city plan commission decide on a suitable location and 
have the station built as soon as possible. 
1908 
David James, pioneer master plumber of Salt Lake City, 
Utah, died at his residence in that city on May 232, in his 
76th year. Mr. James went to Utah in the early fifties, 
and at the advice of Brigham Young moved to Salt Lake 
City at the time the first gas plant was started there. He 
opened the first plumbing and gasfitting establishment in 
the city. 
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CENTRALFLO 


Crome Plated 
Tub Supply 


Combination 








ERE are unmatched beauty and 

permanence. This Centralflo 
Tub and Shower Combination is 
finished in everlasting, ever-bright 
Central Crome Plate. The final 
touch of improvement and distinc- 
tion to this Fig. 1770—-an already 
distinguished fixture. 


Note its concealed overflow, hidden 
beneath a through-the-tub supply 
spout; the Centralift Drain—no 
chain and stopper, no standing 
waste. Note also the absence of any 
panel whatever—all mechanism is 
easily accessible from the front wall 
—installation is simpler and quicker. 


Unmatched beauty, yes- and un- 
matched serviceability as well. 








Displayed and Sold 
by Your Wholesaler 
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Mention Domestic ENGINEERING when writing advertisers. 








76 DOMESTIC ENGINEERING 


Specifications 


Domestic ENGINEERING 
Catatoc Drmecrory 
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When the architect or general contractor 
hands you the specifications on a job and asks 
you to put your bid in at once, you have to 
work fast, but you have to be accurate, too. 


No doubt the specifications call for many 
items that are designated only by trade 
names. Of course, you can't be expected to 
carry in your head the names of all the 
manufacturers and the trade names they use. 
Neither is it necessary to do so, because 
Domestic Engineering Catalog Directory 
fulfills these duties most efficiently. 


Between the covers of this exceptional book 
over 2000 items that are used in the plumbing 
and heating field are listed together with the 


Please send us a copy of the 1928 edition of 
Domestic Engineering Catalog Directory in 
accordance with the special approval offer. We 
will either remit $5.00 or return the book within 
30 days. 








1900 Prairie Avenue 


June 9, 1928 








Standard Catalog Size 
734 by 105% inches 
2000 pages — 13000 illustrations 
Price $5.00 prepaid 


names of the manufacturers making them and 
any trade names they use. This feature 
greatly simplifies the problem of checking up 
an item, as it only takes a moment to find 
out just who makes it by referring to Domestic 
Engineering Catalog Directory. 


Then too, it is quite possible that the very 
item you are worrying about is completely 
illustrated and described in the catalog sec- 


‘tion of the Directory. 


Thus with the help of Domestic Engineer- 
ing Catalog Directory you are able to make 
your bid with complete ease of mind, because 
you are acquainted with all the items that 
make up the job. 


If you haven't a copy of the 1928 Edition, 
just fill out the coupon and send it in now. 
You'll be more than satisfied. 


Published by 


Domestic Engineering Co. 


CHICAGO, ILLINOIS 
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Markets 


(Continued from Page 72) 


last week. Neither contractors nor wholesalers are buy- 
ing brass goods in advance of their immediate require- 
ments. Stocks at manufacturing points are ample. 


Range Boilers 

The week just passed has not brought forth any im- 
mediate increase in plumbing contractors’ needs. Manu- 
facturers’ plants are busily engaged in filling both small 
replacement orders and requests for releases on old con- 
tracts of distributors. 

Boilers and Radiators 

Boiler and radiator business, especially in bookings by 
makers and distributors during the past two weeks, has 
advanced considerably. Consumption of these products 
is of better nature than obtained a month ago. Future 
delivery buying during the past week was not heavy, for 
outstanding orders at the time of the recent advance in 
prices were covered by contractors and wholesalers. 


PACIFIC COAST 


Better Enameled Ware Business 
Reported— 


Coast business during the past week showed little if 
any change from earlier weeks and generally speaking a 
fair amount of business is being placed. Distributors’ 
stocks, while not large, are being kept at a good working 
level and all of the trade’s current demands can be filled 
without delay. Distributors’ prices to the trade are gener- 
ally following manufacturer’s changes. 


Soil Pipe 
Little increase in activity was apparent during the week, 
most of the trade purchasing’ only such amounts as are 
required for immediate installation. Practically all dis- 
tributors have ample stocks. Distributors’ prices to the 
trade remain unchanged. 
Steel Pipe 
Steel pipe continues to move at a moderate pace, which 
varies little from week to week. There are ample stocks 
in jobbers’ hands and all of the trade’s requirements can 
be promptly filled. Distributors’ prices remain unchanged. 


Enameled Ware 

During the week most manufacturers announced a 5 
per cent increase in the price of enameled ware delivered 
to the Pacific Coast jobbing points, and most of the Coast 
jobbers immediately reflected this advance in their prices 
to the trade. This brought forth quite a few orders which 
buyers were refraining from placing until the material was 
needed. ° 

Pottery 

Little change is noticeable in the demand for pottery, 
Which might be said to be fair. The trade is purchasing 
Only such ware as is required for immediate installation. 
As most jobbers have large stocks, no delay is experienced 
in filling orders. 

Plumbers’ Brass Goods 

Demand for brass goods continues to be fair. Distribu- 
tors generally are carrying sufficient stocks to take care 
of the trade’s immediate requirements, and replacing mer- 
chandise as sold. 

Fittings 

Fittings continue to be used in a moderate volume, 
Which varies little from week to week. Distributors gen- 
erally are carrying well assorted stocks and can also se- 
cure prompt replacement of merchandise as sold. 
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Snowy Whiteness 


A Distinctive Rundle Feature 


Interest, the first step toward a 
purchase, is created with one 
glance at Rundle Ware. The 
true white produced by an exclu- 
sive Rundle Enameling process, 
cannot fail to arouse admiration. 
The housewife can tell by looking 
at the smooth, beautiful surfaces 
that Rundle Ware is easy to 
keep immaculate and that its 
beauty is a permanent feature. 


Rundle ware is easy to sell be- 
cause of the favorable impression 
it makes in the dealer’s store. 
Every feature meets the ad- 
vanced ideas of the modern 
housewife. 


This Rundle Booklet 
Sent FREE on Request. 


This book shows 
you why Rundle 
Ware is a business 
building line. 28 
illustrations some 
in 4 colors. A good 
book to leave with 
prospective buy- 
ers. Furnished in 
quantities FREE. 
Write for a copy 
today. 





Rundle Mfg. Co. 
Milwaukee, Wis. 


RUNDLE 


PLUMBERS SANITARY ENAMELED WARE 


BRASS AND IRON GOODS 
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J-BELLOWS 


Original — Genuine 
Sylphon Temperature Regulators, Pressure Regulators 
and Expansion Joints are in almost universal use, in 
thousands of buildings, in nearly all industrial plants, in 
great power plants, and in the homes of the people. 


The Fulton Sylphon Company, Desk K Knoxville, Tenn., U. S. A. 














\\ \\\\ 
/Water Softeners\ [ , 
> ah 


Automatic Semi-Automatic Hand Operated ¢ \\ 


Electric Water Systems 
For Shallow or Deep Wells 





Filters + Septic Tanks 


Let us send you new Price Sheet 
and all details on Duro Finance 
Plan which makes sales easy. 


The Duro Company 


800 Monument Ave. Dayton, Ohio 





Ms A 


AVTOMATIC WATER SOFTENER 


VERTITANK WATER SYSTEM 





TEN REASONS 


Why Nancy Lee Seamless Shower 
Curtains Excel 


Strong, long wearing. All edges and 
seams vulcanized into one piece, 
can’t leak curtain. 


1 Made of highest quality celanese 6 
and percales, coated with genuine 
heater cured rubber. 


7 Do not crack, peel, get gummy or 


Do not shrink or stretch. harden. 


Special mica finish gives rubber 
unusual soft satin effect. 


9 Combination of colors on both 
sides of curtain. 


10 Spots easily removed. Rub lightly 
with soap and water. 


Completely washable: lustre and 8 
sheen improves with tubbing. 


4 Colors are fast. 


§S Donot absorb moisture, dry rapidly. 


100 E. Ohio St., Chicago 


> 


VULCATEX, Inc., 


. 


Burnham Boilers 
Are Easy to Clean 


All flue openings are in front. 
No tricky shaped sections. 
See Catalog No. 6? for the full 
line of Burnham Long Fire 
Travel. 


of the Uniled States and Cana 





Representatives in all principal ciltes 
a. 


Irvington, New York. 
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Convention Dates 


June 12 and 13, 1928.—-MAINE—tThe plumbing conference to 
be held under the auspices of the Maine State Master Plumb- 
ers’ Association, at the University of Maine at Orono. 

June 12, 13, 14 and 15, 1928.—-N. D. H. A.—The annual con- 
vention of the National District Heating Association, to be 
held in Atlantic City, N. J., with headquarters at the Ambas- 
sador Hotel. 

June 18, 1928.—TENNESSEE—tThe thirtieth annual conven- 
tion of the Associated Master Plumbers of Tennessee to be 
held in Memphis. 

June 19, 20 and 21, 1928.—-N. A. M. P.—The forty-sixth an- 
nual convention of the National Association of Master Plumb- 
ers in Memphis, Tenn., with headquarters in the Peabody 
Hotel. 

June 19, 20 and 21, 1928.—N. A. M. P. AUXILIARY—The 
tenth annua] convention of the Women’s Auxiliary to the Na- 
tional Association of Master Plumbers, to be held at the Hotel 
Peabody, Memphis, Tenn. 

June 26-29, 1928.—A. S. H. V. E.—The semi-annual meeting 
of the American Society of Heating and Ventilating Engi- 
neers, at West Baden, Ind., with headquarters at West Baden 
Springs Hotel. 

August 21, 22, 23 and 24, 1928.—A. S. S. E..—The twenty-third 
annual convention of the American Society of Sanitary Engi- 
neering, to be held at the Pfister Hotel, Milwaukee, Wis. 

August 24 and 25, 1928.— WISCONSIN—The annual conven- 
tion of the Wisconsin Society of Plumbing Inspectors, to be 
held in Milwaukee, with headquarters at the Pfister Hotel. 

January 28, 29, 30 and 31, 1929.—-A. S. H. V. E.—The annual 
meeting of the American Society of Heating and Ventilating 
Engineers, at Chicago, Ill. 


COMING TRADE EVENTS 

June 12, 1928.—The second meet of the Plumbing and Heat- 
ing Trades Golf Association, to be held at the Crestmont 
Country Club, Newark, N. J. 

June 13, 1928.—The June golf tournament of the Plumbing 
Contractors’ Association of Chicago, to be held at Evergreen 
Golf Club, Chicago. 

June 14, 1928.—The inter-association meet of the Metropoll- 
tan Trade Golf Association and the Delaware Valley Trade 
Golf Association, to be held at the Trenton Country Club, 
Trenton, N. J. 

June 15, 1928.—Second season tournament of the Western 
Trade Golf Association, to be held at Westward Ho Golf Club. 


Low Pressure Heating Boilers 
and Vacuum Pumps 


(Continued from Page 41) 


lines. Here it is better to place the vacuum pump with 
its receiver which is float-controlled, below the level of the 
returns so that the condensation can gravitate into the 
receiver. Here it would be impossible to provide a by-pass 
so we would have to connect the pump and wire the motor 

You may argue why install a vacuum system if I cannot 
lift my returns and set my pump on the floor. This can 
be done but to do this the vacuum pump must be operated 
continuously day and night and should a trap leak so 
that you are unable to create a vacuum and lift the con- 
densate to the higher level, the water would have to 
accumulate in the returns high enough to enter the re- 
ceiver before any water would be returned to the boiler 
during which time so much water would have left the 
boiler as to endanger it and cause it to crack. 

Remember when you wish to lift from one level to 
another you must always have an inch of vacuum for every 
foot rise, and that amount of vacuum must be at the point 
of lift and more at the pump. 

A question that may be asked is “If the fire is banked, 
how can so much water leave the boiler?’’ During the 
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Make This 
A Banner Year 





—with vigorous 
advertising 


HIS is going to be a great 

year for the plumbing and 

heating business. Be sure 
to get your share by advertising 
your services and products. 


‘‘Domestic Engineering makes 
the preparation of your adver- 
tising campaigns easy for you. 
Each week we publish a page of 
Retail Advertising Service on 
which are four carefully prepared 
advertising “helps.” Use the 

ie aint bails copy free of charge and the 
deuay ta: the Mliacioinn Sereiee illustrations at the rate of $4.20 


we have been offering. Instead of 


the 2-column newspaper advertise- ; for a series of twelve. 


ment, we offer a single column ad, 
four inches high, with an alternate 


‘66 : : 99 h 
layout 2 columns wide and two Join the service — use the 
inches high. You'll find this page 

coupon below. 


in every issue. 


Tear out and mail this coupon — now! 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


Please enter my order for three months’ use of your Retail Advertising Service. 
I’m going to advertise! 

















ART CHROME* 
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aK The urge toward the 
beautiful and the artis- 
tic, which today ani- 
mates the plumbing in- 
dustry as never before, 
inspired the makers of 
Art Chrome to create 
genuine masterpieces of 
design. First showing at 


Memphis! 
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banking period there is always some heat under the boiler 
and this heat keeps the water above the boiling point for 
a long time, causing vapor to ascend through the piping 
and radiation. This vapor condenses and in a little while 
finds its way into the return piping, and if this condensa- 
tion is not returned several times during the banking 
period, the boiler then becomes dangerous through lack 
of feed water. 

Another point to be taken into consideration is the relia- 
bility of the electric current. In many localities the 
current has not failed for years where in other places 
there is trouble every now and then so, to protect against 
this unknown quantity, it is well to install a reliable 
boiler feeder on the boiler for just such emergencies. 
Under Fig. 1 this is not absolutely necessary but in Figs. 
2 and 3 it is a good protection. A boiler will never break 
when it is full of water. 


There is a feeling by some engineers and contractors 
that it is not a good plan to operate a vacuum system 
with the vacuum showing on the boiler gauge because 
when this condition exists there is danger of the water 
leaving the boiler on account of the vacuum. This is a 
wrong impression because if that vacuum has been created 
by the vacuum pump and the pressures are the same in 
the entire system, there is no more danger of the water 
leaving with ten pounds than with one, and I will venture 
to say probably not as much. I know of a system which 
never had pressure on it and where a vacuum of from two 
to six inches is always carried, and no danger ever existed, 
and there never has been a variation of water in the boiler 
for the past ten years. I am not afraid of any vacuum 
system that carries a vacuum on the boiler where that 
vacuum has been created by the pump but am afraid of 
the system’s vacuum or otherwise where the vacuum is 
created by the condensation of the steam in the radiation. 
They are the systems I hustle to correct and the best 
way to correct them is to provide suitable vacuum breakers 
on the steam lines near the point that causes the trouble. 
These are the systems which suspend so much water in the 
radiation that every time there is a pressure change on 
the boiler there is trouble. However, this is another 
story and I will relate that one at some future date. 


On the Job with Dolan & Olson 
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into her parlor, and she wanted to know all about colored 
enameled ware. Said that the old bathroom fixtures 
were almost twenty years old, and that her daughter would 
soon be back from school, and she wanted to surprise the 
girl, and I'll bet she did because when we got through 
talking ‘‘colors’’ she was all set to go and her order was 
a sight for sore eyes. A green bathtub, with trimmings 
and shower curtain to match; a green lavatory of ample 
proportions; and a high priced well advertised closet com- 
bination, all of which combined with the new tile floor 
that is going to take the place of the present wooden 
floor and the hard plastered wall tinted in a beautiful 
green is going to make that the best room in the house. 

Of course the twelve were all selected with care, but 
there must be some more on the list that are waiting fora 
chance to buy, and if Hank has half the luck that I have 
had then our work will be cut out for us for a long, long 
time to come, even if we have to wash dishes to get on the 
base lines. 





The Stephenson Co., Atlanta, Ga., has been awarded the 
heating contract on the Georgia Power Co. building, with 
a bid of $12,000. 
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THE TRADE 


NEWS FOR PLUMBING AND HEATING CONTRACTORS 








CREDIT ASSOCIATION TO HOLD MEETING 
The newly organized Plumbing and Heating Contrac- 
tors Credit Association of Newark, N. J., is to hold a 
meeting at the Elks club in that city on Monday evening, 
June 25, it is announced. 





DANIEL G. FINNERTY REMEMBERED IN RESOLUTION 

The Massachusetts State Association of Master Plumb- 
ers through its board of directors, according to informa- 
tion received from James G. Gillespie, president, and Wal- 
lace T. Wordell, secretary, has passed a resolution in 
memory of Daniel G. Finnerty of Boston, Mass., a mem- 
ber of that association and a past national president, 
who died recently. The resolution, in part, reads that ‘‘in 
the death of Mr. Finnerty the Massachusetts association 
has lost an active, valuable and true-blue type of man, 
mentally, morally, physically and spiritually.”’ 





WASHINGTON HEATING CONTRACTORS APPOINT 
SECRETARY 

C. N. Nichols has been appointed executive secretary 
of the Heating and Piping Contractors District of Colum- 
bia Association and will devote his full time to the wel- 
fare of the association in Washington. The office of the 
association is in Room 501, 710 Fourteenth street, North- 
west. 





WISCONSIN ASSOCIATION PLANS ZONE MEETINGS 

At a meeting of the board of directors of the Wisconsin 
Master Plumbers Association, held Tuesday, May 26, an 
active campaign was mapped out for local and state zone 
meetings during the coming months. 

Members of the state association are extremely en- 
thusiastic over the zone meetings held in the state and 
some of the men travel as far as 90 to 100 miles to attend. 

A record of various of the zone meetings to be held 
in different parts of the state will be available soon, ac- 
cording to Lewis R. Friend, president of the state asso- 
ciation. 


re 








RICHMOND MEMBERS TO CONTINUE EXPOSITION 

The Master Plumbers and Heating Association of Rich- 
mond, Va., Inc., announces that the Home Comfort Exposi- 
tion in that city will be continued for an additional four 
weeks because of the successful reception given it by the 
residents. The association members have been very active 
in the exposition and many have profited to a large extent. 
Three members are stated to have received a total of over 
100 prospects, while others have secured a smaller num- 
ber, many sales having been made as a result of the 
prospects obtained. 





PORTLAND PLUMBING EXAMINERS NAMED 

Mayor George L. Baker of Portland, Oregon, has ap- 
pointed the examining board to serve the city under the 
recently established plumbing code. Charles J. Kelly na- 
tional director, was named for one year, William Root for 
two years and Charles Ballou for three years. The board 
will attend to licensing, bonding and examining all ap- 
plicants. 





ALLIED CONSTRUCTION INDUSTRIES COMMITTEE 
FORMED 

Striving to stabilize credit conditions in the building 
construction industry, representative sub-contractors and 
general contractors have joined in the Allied Construc- 
tion Industries Committee, a new body formed recently at 
a meeting in Washington, D. C. 

Formal organization of the committee followed a series 
of preliminary conferences held at West Baden, Ind.; 
Cleveland and Chicago, under the auspices of the Asso- 
ciated General Contractors of America. Members of the 
committee, representing 13 national associations, are to 
meet in Detroit this month to advance the work already 
accomplished and to give a more definite form to the pro- 
gram for future activities. 

The organization includes 
committee of the Associated 
America; and two representatives of tach of the follow- 


members of the executive 


General Contractors of 
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In the above photograph is a group of members of the Winston-Salem (N. C.) Plumbing and Heating Contractors Association, 

which recently held its annual election of officers. In the front row, left to right, are: Fred Landingham, H. 8S. Spaugh, Oscar 

E. Disher, treasurer, J. P. Mahony, president, M. Gaither, secretary, Thomas W. Pfaff, vice president, and H. Beck.—Stand- 

ing, R. W. Cook, C. A, Bodenhiamer, L. B. Brickenstein, H. A. Skinner, J. Crater, G. H. Shugart, W. Williams, M. V. Brinkley, 
G. W. Brownlow and G. E. Kirkman 
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ing trade organizations: National Association of Master 
Plumbers, Heating and Piping Contractors National Asso- 
ciation, and a number of others. 

George B. Walbridge, of Detroit, former president of 
the Associated General Contractors of America, and chair- 
man of the committee, presided at the organization meet- 
ing. In addressing the conference, Mr. Walbridge de- 
clared: ‘“‘Hundreds of concerns operating in the construc- 
tion industry are in a state of perpetual insolvency. They 
secure materials and equipment under loose credits, reap- 
ing their profits by failure to pay their bills and by using 
inferior materials and workmanship.”’ 

Foremost among the measures to be given consideration 
at the Detroit meeting this month will be formulation of 
rules of ethical practices to Government relationships be- 
tween owners, architects, engineers, general contractors, 
sub-contractors, material dealers and equipment manu- 
facturers. Establishment of a national credit system also 
will be undertaken as a primary move. 





CENTRAL MISSOURI ASSOCIATION HOLDS 
MONTHLY MEETING 

The Plumbing and Heating Contractors Association of 
Central Missouri, which was formed at Columbia, Mo., 
on February 25 of this year, held its fourth regular 
monthly meeting at the Missouri Hotel, Jefferson City, 
on May 16. The membership is made up of master plumb- 
ers and heating contractors from Columbia, Jefferson City, 
Sedalia, Fulton, Mexico, Boonville, Marshall, Moberly, 
Kirksville and La Plata. 

At the business meeting, which followed an elaborate 
dinner, local plumbing ordinances were discussed. The 
next meeting will be held at Marshall, at which time the 
mayor, city council and the board of health of that city 
will be invited to attend the meeting and discuss plans 
for a plumbing ordinance for the city. Theodore Ball of 
Fulton, president of the association, and Paul J. Schultz 
of Jefferson City, secretary-treasurer, took an active part 
in the discussions at the meeting. . 





STUDENTS HEAR HEATING AUTHORITIES 

The students in engineering at the University of Ken- 
tucky were recently given the privilege of hearing Pro- 
fessor A. C. Willard, president of the American Society of 
Heating and Ventilating Engineers, talk on “Some Ob- 
jectives of Heating and Ventilating,’’ approximately 500 
being in his audience. Other speakers at the assembly 
included President Frank L. McVey of the University of 
Kentucky, Thornton R. Lewis of Philadelphia, vice presi- 
dent of the society, J. A. Carey of Philadelphia and Wil- 
liam G. Boales, Detroit, Mich., past president of the Na- 
tional Association of Plumbing and Heating Salesmen. 
Dean F. Paul Anderson, a past president of the society, 
presided. 





(. S. D. L. ADDRESSED BY INDUSTRIAL HYGIENIST 

The May 24 meeting of the California Sanitation De- 
velopment League, held in the Palace Hotel, San Fran- 
cisco, crowded all available table space when the mem- 
bers gathered to hear Dr. Anthony J. Lanza, assistant 
medical director of the Metropolitan Life Insurance Co. 
of New York. 

Harold Pierce, director of education for the industrial 
association, introduced the speaker. Mr. Pierce stressed 
the need for developing a sanitary consciousness in the 
minds of the public, maintaining that by so doing, not only 
would a real service be rendered, but, that it should prove 
a valuable stimulus in the creation of new business. 

Dr. Lanza, in his opening remarks, spoke of home sani- 
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tation and its relation to activities connected with the 
industry. In the matter of sanitation, said the doctor, the 
housewife is concerned chiefly with the prevention of com- 
municable diseases. “In many cases,’ the speaker said, 
“school children contract these diseases by touching each 
other’s hands; therefore, we should see to it there are 
ample means provided to wash their hands at school.” 

Going into the matter of ventilation in the home, Dr. 
Lanza touched on the subject of carbon monoxide, and 
how chronic cases of CO poisoning are developed. ‘Aside 
from motor fumes,” he said, ‘“‘this gas often finds it way 
into living quarters through faulty connections on some 
types of gas heaters and stoves. 

“The ventilation of large auditoriums is largely a mat- 
ter of keeping the air sufficiently agitated. Temperature 
and humidity are also vital factors, and the most nearly 
ideal condition is reached when all three are properly 
taken care of. But when it is not possible to overcome 
the difficulties of temperature and humidity, at least a 
part of the trouble may be remedied by providing the 
proper air movement.’’ 





PLUMBING AND HEATING INDUSTRIES’ BUREAU 
INCREASES STAFF 

The appointment of three 
new department heads, an 
office manager, an advertising 
manager, and a director of 
publicity and editor of the 
Monthly Service Bulletin——is 
announced by Russell 4G. 
Creviston, manager of the 
Plumbing and Heating Indus- 
tries’ Bureau, Evansville, Ind. 

The new office manager is 
F. C. Park, who has had 
twenty years of experience 
in accounting, systematizing, 
and office management. Mr. 
Park made an outstanding 
record as office manager for 
the Sheet Steel Trade Exten- 
sion Committee. 

Mr. Park will bring to the Plumbing and Heating In- 
dustries’ Bureau a rich fund of information in association 
aetivities, financing, and efficiency in office administration 

With the addition of Hugh L. Wood as advertising 
manager, the bureau is ob- 
taining for the plumbing and 
heating industries the services 
of a man well qualified to 
bring the full benefits of the 
national advertising campaign 
to thousands of retailers. Mr. 
Wood joined the bureau staff 
in March, just a month before 
the Saturday Evening Post 
campaign began. Since that 
time he has been busy direct- 
ing the work of sending out 
tie-up copy for local news- 
paper ads, streamers for 
trucks and window displays, 
and enlargements of the Sat- 
urday Evening Post adver- 
tisements. 





F. Cc. Park 





Hugh L. Wood 


Mr. Wood has completed work on two new advertising 
books. The Ad Book for Master Plumbers contains filty 
advertisements, covering virtually every piece of plumbing 
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The Ad Book for Heating Con- 
tractors contains fifty-two ads. The new advertising 
manager of the bureau will be glad to advise master 
plumbers and heating contractors on local advertising. 

Mr. Wood came to the Bureau from St. Louis, where 
he spent several years in advertising, merchandising, 
newspaper and retail work. 

For a number of years he 
was engaged as special writer 
and city editor of a large St. 
Louis daily newspaper. Sub- 
sequent to that he was a field 
representative for the Missis- 
sippi Valley Association, a 
collective commercial, finan- 
cial and industrial movement 
in the Mississippi valley 
states. 

He specialized in _ direct 
mail and display advertising 
as copy-chief and national 
sales-manager for the Ross- 
Gould organization of St. 
Louis, a direct mail and mail- 
ing list house. 

He has gained an insight into retail selling problems 
through having handled advertising and merchandising 
for one of the largest retail organizations in the middle 
west, with actual over-the-counter selling experience. He 
is a contributor of articles on advertising and merchan- 
dising to journals in the commercial field, and has deliv- 
ered a series of lectures before universities, colleges, 
schools, civic organizations. 

Keeping the plumbing and heating industries before 
the public in newspapers and magazines will be the duty 
of the new director of publicity, Norman J. Radder. Mr. 
Radder will prepare a weekly article on some interesting 
feature in connection with plumbing and heating for the 
five hundred and twenty-six Sunday newspapers that have 
building pages. Plans will be worked out for publicity 
in the 10,500 country weeklies, and in smaller dailies. 
This news service to country weeklies will be an especially 
important part of Mr. Radder’s work because of the sig- 
nificance of the small town and the rural community in 
the future marketing plans of the two industries. 

In addition Mr. Radder will prepare articles on plumb- 
ing and heating for farm magazines and women’s maga- 
zines. Special articles on sanitation and heating will be 
written for magazines with narrower appeal such as 
church, school, playground, amusement park magazines, 
etc. For the last eight years Mr. Radder has been an 
associate professor of journalism at the Indiana Univer- 
sity. Mr. Radder will also be the editor of the Monthly 
Service Bulletin. 


equipment that is sold. 


—— 








Norman J. Radder 





JOHN H. KINEALY CALLED BY DEATH 

One of the oldest members of the American Society of 
Heating and Ventilating Engineers, John H. Kinealy of 
St. Louis, passed away recently at the age of 64 years. 
Mr. Kinealy was a charter member and a past president of 
the society, and was widely known as a mechanical engi- 
heer, inventor and patent expert, being the author of 
various works on engineering. His career included several 
years as professor of mechanical engineering at both the 
North Carolina College of Agriculture and Mechanical Arts 
and Washington University in St. Louis. 

Besides serving as the society’s president in 1901, he 
Was chairman of the committee on standards for many 
years, served on the council and many other committees, 
and contributed numerous papers to the society journal. 


DOMESTIC ENGINEERING 





83 








‘‘CHICAGO’’ 
No. 2 


Power Pipe Thread- 
ing Machine 


Fo 


r 
Production and Precis- 
ion Threading 


PORTABLE 


Capacity %" to 2’ Pipe 
ee i tol’ Bolt 


FEATURING; 
Quick Die Change 
Automatic Die Head 
Three Speeds 
Perfected Oil Control 


PPPS 














Send for Catalog. 














AE ANNAN RNR 
CHICAGO PIPETHREAD MACHINE Co. 


Office and Factory: 1615 Racine St., RACINE, WIS. U.S.A. 





Blake Simplex Roof Drains 


None Better 
Our No. 105 is adapt- 


able for concrete, 
wood or any composi- 
tion roof and has a 
non-corrosive check 
valve to prevent back 
flow in case rain leaders 



















fill up. Strainer 
Domes are locked in 
place, making them 


anti-tilting. Clamping 
rings are designed to 
prevent crimping or 
cutting of roofing 
material or flashings. 


Our K-106 Roof drains 
are primarily for wood 
decks, but with copper 
or other metal flash- 
ings are used a great 
deal for concrete roofs 
also. They have the 
same dome strainers 
and clamping rings as 
K-105. We also make 
other styles of roof 
drains. 


Write for catalog. 
Distributed through all 
jobbers. 


BLAKE SPECIALTY CO., Rock Island, III. 
Canadian Service—All Crane Co. Branches 


Meet us in Booth No. 4-—— Master Plumbers Convention, Memphis, 
and receive an elegant souvenir. 








Washington. to Support Code Work 











Klect J. Frank 
Scott as New 
President 









Lett to right: J. Frank Scott of West Kelso, newly 
elected state president; R. E. Thompson of Tacoma, 


retiring state president; 


Cc. J. Kelly of Portland, 


Ore., national director; C. G. Tegenfeldt of Belling- 
ham, new vice president 


HE thirty-third annual convention of the Washing- 

ton State Association of Master Plumbers, held at 

Bellingham, May 25 and 26, was void of speech 
making and was strictly a business meeting where each 
member was invited to take part and express his views on 
the various subjects brought up. 

State bill No. 251, a health code providing for the regu- 
lation of sanitation and plumbing in districts outside the 
corporation limits of registered cities, was endorsed by the 
association and will be given the full support of the mem- 
bers. The purpose of the bill is to safeguard the health 
of the people in outlying districts and at the same time 
to warrant plumbing installed in such places to be of the 
same quality as that required in the more thickly popu- 
lated sections. As it now is, plumbing installed on farms, 
in rural districts, or in non-registered towns is not subject 
to inspection after installation, with insanitary work re- 
sulting in some cases. This 
bill was presented at the last 





session of the legislature, but 
was shelved. 
President Roy E. Thompson 


urged each member of the asso- 


ciation to start early and talk to the representatives and 
senators from their various districts and show them 
the need of such legislation, so that the bill will not suffer 
the same fate at the next session. 


ELECT NEW OFFICERS 

HE following officers were elected for the forthcom- 
ing year: J. Frank Scott of West Kelso, president; 
C. G. Tegenfeldt of Bellingham, vice president; R. M. 
Westover of Everett, treasurer. President Scott appointed 
B. M. Richards of Everett as secretary. He also appointed 
the following as the labor committee: E. A. Francois of 
Everett, J. Ward of Seattle, W. F. Ferguson of Hoquiam, 

Ben Olson -of Tacoma and W. M. Lucas of Spokane. 
Zone directors for the year will be: Zone No. 1, J. Frank 
Scott of West Kelso; Zone No. 2, J. T. Wilson of Centralia; 
Zone No. 3, W. F. Ferguson of Hoquiam; Zone No. 4, R. E. 















Sergeant-at-Arms B. W. Groom of Belling- 
ham, H. H. Colliver, president of Portland, 
Ore., association; J. R. Widmer of Portland, 
president of Oregon state association; J. B. 
Moncur, president of Everett association; R. 
D. Minkler, president of Tacoma association 


&4 


Thompson of Tacoma; Zone 
No. 5 (to be named) of Seat- 


tle; Zone No. 6, C. G. Tegen- 
feldt of Bellingham; Zone No. 
7, Mr. Lentz of the Lentz 
Hardware Co., Yakima; Zone 
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No. 8, L. C. Sutherin of Walla Walla; Zone No. 9, W. M. 
Lucas of Spokane; Zone No. 10, J. Douglas of Enumclaw; 
zone No. 11, J. G. Breitlaugh of Port Angeles. The newly 
elected president is also a delegate to the national conven- 
tion. The date and place of next annual convention will 
be decided upon by the officers and zone directors. 

G. H. Wilson, director of accounting service, and J. A. 
Kacher, the newly appointed representative for the Pacific 
Northwest, both of the Plumbing and Heating Industries’ 
Bureau, were given a hearty welcome. Mr. Wilson told 
the delegates that the bureau had come to the Pacific Coast 
permanently, and pointed out that there were now three 
representatives of the bureau located on the Coast, one of 
whom was to be in the Pacific Northwest. 

He said that a definite campaign for the Coast was to 
be worked out, and would probably include work on re- 
modeling, as he told of the organization of the home 
modernizing bureau and its activities. In closing, he 
pointed out the importance of education and cost account- 
ing in the plumbing and heating industry. 

Mr. Kacher, in a short address, pointed out that the 
ultimate consumer has but a certain number of trade dol- 
lars to spend and that it is the object of the bureau to so 
organize every branch of the plumbing and heating indus- 
try that they all co-operate in the effort to have a large 
number of the consumer trade dollars to be spent on 
plumbing and heating equipment. He urged the master 
plumbers to stop fighting for a job on a competition basis 
and use their efforts to spread propaganda for more sani- 
tary conditions and better and more modern plumbing fix- 
tures in the old buildings. In closing, he said that he will 
devote all of his time to work out a program of co-opera- 
tion for the better development of the industry and asked 
that the members of the association work with him to the 
end. 

Oregon’s new state president, J. R. Widmer, who, with 
H. H. Colliver, president of the Portland association, were 
visiting delegates from the neighboring state, both ex- 
pressed views that the two states should have a better 
understanding and work in closer co-operation for the up- 
building of the industry in the Pacific Northwest. 

National Director C. J. Kelly of Portland delivered the 
message from the national office and was given a hearty 
greeting. He spoke briefly on the new proposed state 
plumbing code and told of the various efforts his state 
association has made to have violators of the law prose- 
cuted. It seems that Oregon master plumbers were suc- 
cessful in having a code passed, but that there were no 
funds available to prosecute violators of the law. 

P. A. Schaar, secretary of the Cottage Plumbers’ Asso- 
ciation of Seattle, was a visitor at the convention. In a 
short talk he told the delegates that his organization con- 
sisted of 75 contractors who do small work but who want 
to operate their business at a profit. Fourteen of their 
members are also members of the Seattle Master Plumbers’ 
Association, and there is the best of friendly feeling be- 
tween the two groups. 

J. N. Belanger, secretary of the Seattle association, com- 
Plimented Mr. Schaar for the good work the Cottage 
plumbers are doing, and said that he thought there should 
be more such organizations in the larger cities where there 
are distinct types of business. Many members of one as- 
sociation are not at all interested in the problems of the 
other, as the contractor who does large work does very 
few, if any cottages and small apartments, and his prob- 
lems are not the same. Mr. Belanger urged that a secre- 
taries’ conference be organized throughout the state and 
have regular meetings to discuss the problems of the in- 
dustry and exchange ideas for the benefit of their mem- 
bers. The convention went on record as favoring such a 
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Heavy steel boil- 
er plate, tested 
to 150 pounds 
hydrostatic 
pressure is used 
in the making of 
all Dubé Com- 
bined Garbage 
Burning Water 
Heaters. 


The interior de- 
sign is exclusive- 
ly Dubé — it 
makes possible 
the greatest economies in opera- 
tion and upkeep. 


Ask us about the Dube line— 
one for every need. 


DUBE BOILER WORKS 


1244 E. 73rd St. Chicago, I11. 





wvwuevvvvvvvvvvvvvvvvvvvvvvwwuewewewreweeweweeweweweweeweeVeVeVeVeVeVeVuVVUVvVUVvVuVvVvuVvVevVvVv” 





bb Lb 4 4 6 6 6 6 bbb bbb bb bb bob bbb bb bbb bbb bbb bbb bbb bbb bbb 6464444444444 





bb bb tb i i i i i i i i i i i be - bb bb be - i be bb i i i 
-A AAA A AAA AAA AAA A AAA A AAA A AA AA AAA A A A SD A AD A A A A A A A A 












View below illustrates the high convection 


feature. Arrows indicate air travel. Note 
absence of any impediments to free air i — 
circulation. en 3 
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Shaw-Perkins 


HIGH CONVECTION 


Radiators 


ADE in low, narrow, jointless units, as long 
as 14 feet, for steam and hot water heat- 
ing, cooling, drying and industrial application. 


Shaw-Perkins High Convection Radiators are light 
in weight, heat and cool quickly, save space, are abso- 
lutely sanitary, and are unusually adaptable. They 
represent an advanced design in Shaw-Perkins stand- 
ard oval tube radiation, which contains original and 
valuable features found only in this distinctive type 
of heating surface. Get the full story of this 
modern radiator. Send for catalog ‘‘D’’. 
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Easy to adjust | 


Rounded corners 

and beveled edges 
make this all-lead, one- 
piece Eagle Roof Flange 
easiest to adjust. Pliable 
and ductile—strongest 
construction. The Eagle- 
Picher Lead Co.,Chicago, 


Joplin, Cincinnati. 














Haas 


Flash Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 

Water Closets for every type or class of 
service, 

Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 








Philip Haas Co., Dayton, O. 
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Top row: T. S. Cope, Coeur d’Alene, Idaho; R. M. Westover, 

state treasurer; E. A. Francois of Everett. Bottom row: 

William F. Eeckart, G. F. Massart, both of Seattle; B. M. 
Richards of Everett, state secretary 


conference, provided the financing of the conference could 
be done by the various local associations and not the state 
association. 


COMMITTEES APPOINTED 
HE convention was divided into four business sessions, 
7 a of which were well attended. Following the usual 
opening exercises, which consisted of addresses of wel- 


come by John A. Kellogg, mayor of Bellingham, and the 
introduction of the visiting guests, President Thompson 


o_O a a a at 
SIMPLIFIED VAPOR HEAT 


Tacoma, F. M. Haskell of Bellingham and J. B. Moncur of 


appointed the following working committees: Credentials 
committee, A. Thompson of Mt. Vernon, R. D. Minkler of 


Everett: resolution committee, W. M. Lucas of Spokane, 


| William F. Eckart of Seattle and E. A. Francois of Ev- 





_erett: financial committee, G. A. Weber of Tacoma, L. L. 


Lent of Bremerton and J. T. Wilson of Centralia; condo- 
lence committee, H. L. Patton of Spokane, W. F. Ferguson 
of Hoquiam and B. M. Richards of Everett; sergeant-at- 
‘arms, B. W. Groom of Bellingham; reading clerk, J. N. 
Belanger of Seattle. 

Telegrams and letters of greeting were received from 
National President Thomas F. Nolan, Carl C. Mott, presi- 
dent of the Montana association, and Russell G. Creviston, 
manager of the Plumbing and Heating Industries’ Bureau. 


In his report, President Thompson told of the loss of 
membership which he attributed to the raising of state 
dues, but said that the membership is well distributed 
throughout the state and that he felt that the state organi- 
zation is the best in the history of the association. He 
said that the monthly bulletin had been discontinued for 
lack of funds and time for preparation. He also told of 
the need of more uniformity in resale prices and recom- 
mended that the incoming officers study the question of 
resale prices. He urged that the members co-operate with 
jobbers and manufacturers. 


PRESIDENT THOMPSON REPORTS 
RESIDENT THOMPSON gave a report of the five zone 
meetings held during the year, and said that the most 

important action of the zone directors was to endorse the 
Pacific Coast branch of the Plumbing and Heating Indus- 
tries’ Bureau and pledge the support of the bureau by 
paying $12.00 per member per year. He said that the 
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activities of the bureau in the Pacific Northwest will be 
education through the advertising campaign, sanitation by 
legislation, and a campaign to modernization of used 
houses. 


State Secretary B. M. Richards of Everett reported that 
there were 103 members in good standing before the con- 
vention with eight new members joining at the convention. 
State Treasurer R. M. Westover of Everett reported that 
the finances of the association were in a healthy condition. 
John Dickey, manager of the Spokane association, re- 
ported that the members of his association are working 
in harmony with the wholesale houses and that they are 
co-operating to boost the industry. One of the activities 
of the Spokane organization is to broadcast talks on sani- 
tation and better plumbing and heating material, the ex- 
pense of which is to be divided between the local associa- 
tion and local supply houses. 

Each zone director made a verbal report of conditions 
in his zone and, without exception, each expressed the 
hope that with the aid of the new representatives of the 
bureau, the plumbing and heating business will show a 
great improvement within the coming year. 


The condolence committee offered a resolution of sym- 
pathy for the families of five members who died during the 
past year, and the delegates stood as a tribute to their 
memory. G. H. Sutherin of Walla Walla, J. I. Blaire of 
Spokane, W. E. Barton of Aberdeen, Emet McMahon of 
Seattle and Archie Ayers of Seattle were the members who 
had died. 

There were no new resolutions, but the resolutions com- 
mittee recommended that the convention again go on rec- 
ord as endorsing four resolutions passed last year. They 
are: Favoring the letting of contracts for plumbing and 
heating material as a separate contract and not with other 
building material through the general contracts; endors- 
ing the resolution of the Central Supply Association to co- 
operate with women’s clubs; that the wholesaler display a 
sign reading ‘‘We Sell Wholesale Only’’; endorsing the 
adoption of the code of ethics of the National Association 
of Master Plumbers, as presented at the Louisville con- 
vention. 

The resolutions committee recommended that future 
resolutions committees be appointed a year in advance, 
and that old resolutions and officers’ reports to be pre- 
sented at a state convention be given to the committee at 
least ten days before the convention to give the committee 
time to consider and prepare proper resolutions. 


The entertainment committee was very active and saw 
that the delegates and visitors were well provided for in 
the line of out of doors entertainment and food. The ban- 
quet given Friday night at Chuckanut Shell, a resort about 
five miles from Bellingham on the shore of Puget Sound, 
was attended by about two hundred members and guests 
of the association. A theater party following the banquet 
was also well attended. On Saturday night a salmon bake 
was arranged for and the party was again given the treat 
of a well prepared dinner on the shore of Puget Sound. 





ILLINOIS CHAPTER HOLDS SPRING GOLF 
TOURNAMENT 

The Illinois Chapter, American Society of Heating and 
Ventilating Engineers held its annual spring golf tourna- 
ment at the Wilmette Golf Club on Friday, May 25. Al- 
though a cold wind and overhanging clouds in the morn- 
ing delayed the arrival of many of the players, the after- 
hoon was clear, with little wind, and a good crowd turned 
out for lunch and the tournament play. 

Harry M. Hart and James Milliken tied for the Presi- 
dent’s trophy, the latter winning the toss for possession of 
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You can do it better 
ona B&K 


WHY?—Because it is easy to operate. 
Simplicity of design has been carefully ad- 
hered to. Jt is accurate, and accuracy is 
built in every Bignall & Keeler machine. 
The workmanship and material that enter 
into their construction are the best. 


Consult Pipe Machine Headquarters 


BIGNALL & KEELER MACHINE WORKS 


of the N. O. Nelson Mfg. Co. 
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plum bing 
contractor. 
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boiler couplings, 
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knows they will 
stand up wher- 
ever he installs 
them. Investi- 
gate the com- 
plete Tren- 
ton Line. Ask 
to see it next 
time you are at 
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write us for our 
complete 
catalog. 
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121 N. Broad St., Philadelphia, Pa. 
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the prize, a beautiful silver cocktail shaker and glasses. 
L. J. Pitcher, by virtue of first low gross, received a carv- 
ing set. J. E. McClellan, with second low gross, won a 
cream and sugar set. J. A. Cutler, who won third low 
gross, received as a reward a cigarette box. G. A. Jones, 
a guest of R. E. Kilby, received a silver fruit bowl for 
winning the guests’ blind bogey. 

E. J. Gossett, who won first low net, received a bud 
vase. Second low net went to A. B. Martin, who received 
a mayonnaise bowl. R. E. Kilby, with third low net, won 
a flower center piece. H. G. Thomas, who made fourth 
low net, received a fruit bowl, and W. E. Walters won a 
cocktail shaker by virtue of fifth low net. J. E. Campbell 
made first low net among the guests and won a clock for 
his efforts. 

Below are the gross and net scores for the afternoon 
round: 


Player G. H. Net Player G. H. Net 
Cc. W. Johnson...113 30 83 J. E. McClellan.. 90 17 73 
Donald Johnson..126 30 96 J. C. Matchett....107 27 80 
E. J. Gossett..... 95 22 73 M. W. Maloney... 97 18 79 
Charles DeLand..113 30 83 ce Be GR. cscs 87 6 81 
IL. W. Charlet....121 30 91 W. D. Graham...114 30 84 
ER 103 25 78 R. Dougherty ... 89 7 82 
B. Skidmore..... 102 21 81 C. E. Crowe, Jr..115 30 85 
BE. Heckel .....c-« 110 25 85 Harold Cornell...110 24 8&6 
W. E. Foskett... 95 22 73 Marshall Davis.. 96 22 74 
A. P. Campbell... 88 18 70 is Be Bcc wouee 123 30 93 
A.H. Houghgeland 93 8 85 John Hale ...... 112 30 82 
eee See 109 28 81 A. B Martin....« 104 30 74 
A. L. Weixel..... 96 17 79 ie GENO. oe eee 105 25 80 
J. H. Milliken.... 96 12 84 P. Abrahamson...138 30 108 
Krank Hayes ...109 30 79 Ss Me Sec ccews 97 18 79 
G. P. Smith...... 99 20 79 H. G. Thomas.... 95 19 76 
Frank Wischer...117 30 87 Bo Mee COREE cc cece 92 18 74 
W. T. Walters...106 30 76 J. H. OBrien..... 95 18 77 
L. J. Pitcher..... 89 13 76 R. E. Kilby...... 105 30 75 
J. D. Small...... 147 30 117 G. A. Jones...... 84 14 70 
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ST. LOUIS ASSOCIATION APPOINTS DELEGATES TO 
NATIONAL CONVENTION 

The following have been selected as delegates to rep- 
resent the St. Louis, Mo., Association of Master Plumbers 
at the annual convention of the National Association of 
Master Plumbers, to be held at Memphis, Tenn., June 19, 
20 and 21: Philip Krusz, L. McNamara, Jere Sheehan, Jr., 
Franklin Kuhns, Louis Fink, Bernard Braun, E. L. Pen- 
frase, P. Finn, Henry Bartosch, Henry Ryffel, F. J. Tim- 
mermann, J. H. Branch, John J. McCue, George Eichen- 
laub, J. F. Corrigan, R. E. Jarvis, John Bellinger, Samuel 
Burman, J. F. Reardon, W. L. Clucas, Edw. Monteath, 
N. J. Seibel, Jr., and F. R. Nagel. 





MOVE ASSOCIATION HEADQUARTERS 

The Heating and Piping Contractors Milwaukee Asso- 
ciation is now located in its new offices at 610 Michigan 
street. The new offices are located on the sixth floor of 
the Zingen & Braun building and have been completely re- 
decorated and re-equipped with new office furniture 
throughout. The move is a preliminary to a broader and 
more constructive program about to be launched by the 
local association, according to Oscar King, secretary. 





G. FRED DAHLBORG DROWNED IN ACCIDENT 

G. Fred Dahlborg, president of the Brockton (Mass.) 
association, was drowned recently while on a fishing trip 
in Maine. Ten men left Brockton for the trip, and the 
boat in which they were fishing sprung a leak, all ten 
being drowned. Beside being president of the association, 
Mr. Dahlborg was highway commissioner in his neighbor- 
hood. Burial took place at the First Lutheran Church, 
and a number of master plumbers were present at the 
funeral. 
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Vacuum Heating 
Systems 


TYPE D—10 


The large size Metaphram Damper Regulator—the T 
D-10”—shown here is for use on large size heating boilers 
operated on pressure, vacuum or vapor. 


The 10-inch discs are extremely sensitive to the slightest changes 
of pressure or vapor and the self-collapsing feature makes the 
Type D-10” ideal for vacuum systems. 






APHRAM 
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The correct size regulator is a vital factor in the efficient and 
economical operation of any heating boiler. When you order a 
Metaphram, you are sure that the one sent you is absolutely 
right for the boiler specified. 


The National Regulator Co. services all Metaphram regulators 
for you when they are on the job. 


Ask us for further information 


NATIONAL REGULATOR COMPANY, 2301 North Knox Avenue, Chicago, Illinois 
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Montana Has Good Attendance 
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Re- Elect 
Carl C. Mott 
President 








To Ask 
the Bureau 
for Aid 














Top picture: State President Carl C. Mott of Missoula. Bottom row: A. A. Pinski, of 
Great Falls, state vice president; E. F. Kuschke, of Billings, state secretary and treas- 
urer; R. D. Stocking of Helena 


Mountains, was the scene of the thirty-first an- 

nual convention of the Montana Master Plumbers 
Association on May 29. President Carl C. Mott of Mis- 
soula called the convention to order for its one-day meet- 
ing and announced the appointment of the following com- 
mittees: Auditing committee, A. G. Mehl of Great Falls 
and Ray Crago of Helena; resolutions committee, W. M. 
Arnold of Butte and T. E. Luebben of Dillon; correspond- 
ence committee, P. J. Grady of Havre and R. D. Stocking 
of Helena. 

In his annual report, President Mott told of the work 
he had done during the past year and thanked the officers 
and members for their loyal support. State Secretary- 
Treasurer Elwood F. Kuschke of Billings reported that 
there has been a gain of four members during the past 
year, and that there is a reasonable balance on hand in the 
treasury. 

Four of the members of the state association attended 
the last national convention at Minneapolis, three of whom 
made very interesting reports. State Vice President A. A. 
Pinski of Great Falls and President Mott both told of the 
convention in general, while A. G. Mehl told in an inter- 
esting manner of the entertainment features of the con- 
vention. 

All urged better attendance at national conventions, 
assuring the members that any member will receive a real 
benefit and inspiration at such a convention. 

In the absence of a representative of the Plumbing and 
Heating Industries’ Bureau, Secretary Kuschke read a 
Paper prepared by G. H. Wilson of the bureau, who is at 
this time help:ng to organize its Pacific Coast branches. 
In his paper Mr. Wilson outlined the work of the bureau 
and told of the efforts that are now being made to forward 


B wounta Hot Springs Hotel, a resort in the Rocky 
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the plumbing and heating industry through the Pacific 
Northwest branch, under which branch will come the state 
of Montana. Much interest was shown in the plans of the 
bureau, and it was the unanimous hope of the members 
that the bureau would be of great assistance in aiding the 
association to build up its membership. The only reso- 
lution presented was on this subject. It read: Resolved, 
that the Montana Association of Master Plumbers re- 
spectfully and earnestly request that the Plumbing and 
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Top picture: W. M. Arnold of Butte, and Charles King of 

Helena. Bottom picture: H. T. Garner of American Radiator 

Co., St. Paul, Minn.; Harry L. Hanson, former national di- 
rector, and Arthur Drynan, both of Butte 
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Rotary 
valves, 
oscillating as 
the feeder operates 
—self-grinding, self- 7% 
cleaning—bronze disc @@ 
against monel metal seat. 


Just one of the features found 
only in the M&M Self-Cleaning Duplex 
Boiler Feeder. 
MCDONNELL & MILLER 
400 N. Michigan Ave., Chicago 


Have you our catalog? 


M<DONNELL & MILLER 
_ Self—cleaning- Duplex Feeder 

















Easier to Handle 
The Mohawk Septic Tank 


is easier to install and handle 
because of the cover handle. 


= This handle is sturdy and al- 
SEPTIC = lows the tank to be turned 
TANK and adjusted readily. 


ad 


F Write for catalog 
= MOHAWK SEPTIC TANK 
COMPANY 





Schenectady, N. Y. 














sUPER-TURBINE 


PUMPS 


“Only one moving pari” 
m= A LIFE-TIME OF SERVICE/ = 


Dealers: Send for No. 83 Bulletin’ 


LAPEER Pt VEP COMPANY 


(.¢rre turds St... Decatur. Itt. 























DomEstTic ENGINEERING’s Advertising 
Editorial Service makes advertising easy 
for you—all you do is clip the copy from 
your copy of the paper and hand it, with 
the cut we send you, to your newspaper. 
Only $4.20 for 12 illustration cuts. Clip 
this, attach your check for $4.20 and 
mail today. 
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Heating Industries’ Bureau have a representative work in 
the state whose duty it will be to organize and help to 
educate the master plumbers and heating contractors to 
the necessity of a more closely associated condition and 
the influence of such association on the welfare of the 
industry. 

Speaking in favor of the above resolution, Harry L,. 
Hanson of Butte, a past national director, said that the 
bureau will never amount to anything unless master 











| Top row: J. P. Grady of Havre, and Roy Crago of Helena. 


Bottom row: O. 8S. Skoda of Helena, T. E. Luebben of Dillon 


plumbers are organized and educated to work in a body 
for its success. He urged all of the members to back up 
the efforts of the bureau, and said that with the co-opera- 
tion of the bureau, the plumbing and heating business of 
the state can be put on a higher plane in the minds of the 
general public. 

The afternoon session was given over to the discussion 
of a state plumbing code, which is to be prepared at the 
request of the State Board of Health. H. B. Foote, sani- 
ary engineer of the Montana State Board of Health, read 
an outline of what the state board proposed, and asked the 
endorsement of the master plumbers. 

The proposal was made recently to the Montana section 
of the American Water Works Association, who approved 
it. The association went on record as approving the ef- 
forts of the State Board of Health, and at the request of 
Mr. Foote, the state president will appoint a committee of 
three to meet with a like committee of the American 
Water Works Association and representatives of the Board 
of Health, to prepare a code, the one big object being to 
protect the public health. W. M. Arnold of Butte spoke 
at length on the proposal, and said that his many years of 
experience on different legislative committees, endeavoring 
to get sanitation measures passed, had taught him that no 
legislature feels inclined to even listen to a bill offered by 
a plumber. He said he felt quite encouraged to have the 
State Board of Health ask for such a measure, and told of 
a number of cases of insanitary work which has been in- 
stalled in Butte for lack of any law prohibiting it. The 
election of officers proved that the members were unani- 
mously of the opinion that the present staff should serve 
another term. Butte was chosen for the place of the next 
annual convention. The Butte delegation extended 4 
hearty invitation to hold the 1929 convention in their city. 
The plan of the next convention was left to the officers. 
The officers re-elected are as follows: 

President, Carl C. Mott of Missoula; vice president, 
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A. A. Pinski of Great Falls; secretary-treasurer, Elwood 
F. Kuschke of Billings. 

The banquet, held in the dining room of the Boulder Hot 
Springs Hotel, was strictly stag and will long be remem- 
bered by all who attended. Art Drynan gave several 
vocal selections, and Harry L. Hanson of Butte also sang. 
A dance in the ball room of the hotel, to which guests from 
nearby towns were invited, was well attended. 





NEW YORK CHAPTER HOLDS PARTY 

The New York Chapter, American Society of Heating 
and Ventilating Engineers, always takes a vacation from 
meetings during the summer, much the same as most of 
the members take vacations from their work. But before 
the year is officially over and shop closed for the summer, 
the chapter holds a jollification night, one for the mem- 
bers to remember until business calls again in the Fall. 

This year’s party was staged on Monday evening, May 
21, the scene being the Building Trades Employers Club. 
However, this was the first revel ever held in the new 
home of the club at 2 Park avenue, and it was possible 
to comfortably seat a much larger crowd and have a better 
time than in the past. Al Engle was in charge of the 
party, and, as the announcements read ‘“‘presents the an- 
nual New York Chapter Revels.’’ Words and lyrics in 
that announcement were credited to Retiring President 
Wolff and President Elect Hedges, while Reuben Donnelly 
acted as treasurer. 





A. G. Rushlight, Portland, Ore., was nominated as a 
candidate for election as representative to the Oregon 
legislature at the recent primaries held in May. He has al- 
ready served several terms in this capacity. He is presi- 
dent of the A. G. Rushlight Plumbing and Heating Co. 
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Forty Ways to Join Pipe 
(Continued from Page 25) 


A very original type of expansion joint has been devel- 
oped by a large engineering concern located in the East. 
This is illustrated in Fig. 19. It will be noted by reference 
to the figure that this joint is made tight by means of a 
rubber ring which is held between inner and outer rein- 
forcings, the outer reinforcing consisting of steel rings 
with a slight space between the rings and the inner rein- 
forcing consisting of copper rings which overlap and slide 
one upon the other. It is claimed that this joint is ex- 
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Fig. 21 


cellent for handling water and other fluids which do not 
attack the rubber chemically, but it is not used for high 
temperatures. 

Figs. 20 and 21 represent two of the newer soil pipe 
joints. 

It must not be supposed that all types of joints are in- 
cluded in this and the previous article on ‘‘40 ways to join 
pipe.’’ Wooden pipe is used to a large extent, especially 
for large size conduits which carry water. Then there 
are lead-lined iron pipe and tin-lined brass pipe, the firs! 
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Kennedy 
Malleable Iron Fittings 


‘‘Better quality and more fittings to the 
pound” says one plumber. ‘“‘Kennedy 
Fittings look fine and §Sive fine results,”’ 
says another. Thousands of plumbers have 

standardized on Kennedy Malleable Iron 
Pipe Fittings because they uniformly assure 
creditable jobs at a satisfactory profit. 


THe KENNEDY VALVE 
Mra. Co. Exsama. NY 





New York Boston Philadelphia Cleveland 
Atlanta Chicago EI Paso Salt Lake City 
Los Angeles San Fancisco Seattle 


KENNEDY 


VALVES~PIPE FITTINGS~FIRE HYDRANTS 
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Always Salable 


Every week of the year, is 
an Ohio Heater week. Ohio 
Dealers know no season or dull time. 
It fits into any merchandising program 
of any live plumber who is anxious to 
open up new and bigger avenues to profit. 


Ohio Heater Co. - Columbus, Ohio 


An Improved Heating 
System at Lower Cost! 


“HEAT WITH 
UNIT HEATERS” 


Note particularly the 
sturdy construction of the 
fan. The motor is rigidly 
supported by the welded 
motor arms, and the whole 
unit is so compact that < — 
there is nothing to loosen Buffalo Breezo-Fin 
up and vibrate or rattle. Unit Heater 


Easily adjusted to the desired temperature, as 
each unit is dependently controlled. No other 
type of heating equipment can offer this flexibility 


of control. Saves time, floor space, money and 
gives complete satisfaction. 


Bulletins gladly sent on request 


BUFFALO FORGE COMPANY 
483 Broadway : Buffalo, N. Y. 


In Canada: 


Canadian Blower & Forge Company, Limited, 
Kitchener, Ontario 
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being used. for acid wastes and the second for drinking 
water lines. However, this is more a matter of pipe than 
it is one of joints, so that a discussion of this will be left 
to some future time. 

A third article is being prepared which will describe and 
illustrate pipe joints not covered in this and in the previ- 
ous article. 





BRUCE CLARK RESIGNS AS CALIFORNIA 
SECRETARY 


* Bruce Clark, executive sec- 
retary of the California Mer- 
chant Plumbers’ Association, 
has resigned, to take effect 
July ist. Since his appoint- 
ment to office, two years and 
a half ago, he has been an 
active organizer and an effi- 
cient co-worker with his 
fellow officers. 

During his tenure of office, 
Mr. Clark has attended over 
five hundred association meet- 
ings, conferences and conven- 
tions, and has traveled more 
than thirty thousand miles in 
connection with his organiza- 
tion work. Mr. and Mrs. 
Clark will spend the month 
of July vacationing at one of the Southern California 
beaches. 
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Bruce Clark 


Contrast Old and New Bathrooms 
at Richmond Exposition 


(Continued from Page 25) 


pedestal lavatory and syphon jet closet combination with 
white fittings throughout, in the other window. This old 
bathroom outfit has become the talk of the city and at- 
tracted many to the exposition. 

The invitations issued for the Bathtub Party created 
much interest, although they brought one complaint from 
an old lady, the customer of one of the older members 
who wanted to know where the party was. When shown 
the many bathtubs on display she said she didn’t think 
it was much of a party. Every other public comment has 
been favorable. 

In addition to the invitations, newspaper advertising 
has been used to carry the message of better plumbing and 
heating equipment to the people of the city and probably 
sixty to seventy column inches of free publicity, including 
pictures has been obtained. Members and wholesalers 
were supplied banners for their autos and trucks calling 
attention to the exposition. 

Both in the newspaper advertising and at the Exposi- 
tion Building, the commercial seal of the national asso- 
ciation has been featured in connection with the association 
guarantee of all plumbing work. In addition the slogan 
of the Plumbing and Heating Industries’ Bureau, ‘Make 
a Health Examination of Your Home” has been given con- 
siderable prominence. 

As the exposition gets under way the association mem- 
bers and most of the wholesalers are enthusiastic with 
the type of enthusiasm which is contagious, which creates 
success. Complete records of the attendance, of the num- 
ber of live prospects obtained and the amount of business 
closed are being kept, and these will form the basis of a 
future report of the Richmond Home Comfort Exposition. 
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D. T. CRAFT ON HANDLING MEN AND EQUIPMENT 

Members of the Norfolk Master Plumbers’ and Heating 
Association of Norfolk, Va., heard one of their number, 
D. T. Craft. of Craft Bros., of that city, explain his meth- 
ods of handling men and equipment at their May meeting, a 
few days ago. Mr. Craft said in part: ‘‘All large tools 
are inspected every two weeks, and re-conditioned, re- 
paired or junked, as the occasion demands. At the same 
time all small and hand tools go through a similar inspec- 
tion. We have adopted the policy of furnishing all the 
tools our men use, as we find that they hesitate about 
discarding worn-out tools, if they must buy new ones 
themselves. We even furnish rules, pencils, knives, and 
all minor equipment, including overalls and boots. Over- 
alls are laundered for the men free, and we insist that 
they wear clean clothes, to prevent smearing up walls and 
woodwork. . 

“Our experience has been that a man with a worn-out 
wrench will not only take more time on the job, but the 
time killed in caring for injured fingers due to wrench 
slips costs more than the tools we furnish. We get away 
from those ‘wrench marks on nickeled pipe’ by seeing that 
our men have strap wrenches and other tools that are in 
good condition. 

“Our men all get to the shop at eight o’clock, and we 
knock off at four-thirty. We never have men report to the 
job on local work, but when they get there they stay. 
We do all the business with the supply houses ourselves, 
and make two trips a day to each job to see if the men 
have everything they need, so while they work about 
seven and a half hours a day we’ve found they get more 
work done now than when they used to report to the job 
first. 

“We believe in a little praise now and then; if a man 
does good work we tell him about it. Our men are not 
afraid of us; we treat them as equals and they do not 
take advantage of it. 

“Last winter we had three apprentices attending the 
class given jointly by the association and city school 
board. We paid the entrance fees, and gave them to the 
boys at the end of the term, incidentally adding a five dol- 
lar bonus for good attendance in two cases. One boy had 
a perfect attendance record, and another would have had 
but for sickness. Their weekly reports were carefully 
checked and discussed with them. 

“As yet we have but two cars and the trucks, but if a 
man needs a car after working hours all he has to do is 
ask for it. Wetry hard to instill job-pride and the proper 
morale in our men by trusting them and letting them 
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know that we look on them as a vital part of our organi- 
zation. 

*‘As to whether or not our policy has paid, I might say 
that we have made more money the last three years than 
we ever made before. We divide the credit for this with 
the association, as we know that the T. E. B. books we 
have adopted, the merchandise principles we have learned, 
and the loyalty of our men have all been factors in our 
success.”’ 

The Norfolk Association has one 
month, and a member tells of his practical experiences at 
the second monthly meeting. V. R. Stell is chairman of 
the committee which makes arrangements for these pro- 
grams. 


outside speaker a 





WESTCHESTER PLUMBING AND HEATING CONTRAC- 
TORS LEARN ABOUT GAS HEATING 

One of the largest representative gatherings of plumb- 
ing and heating contractors of Westchester County as- 
sembled in the auditorium of Westchester Lighting Co.’s 
general office building, Mount Vernon, N. Y., recently, to 
hear a discussion of the new gas heating rate and its appli- 
cation by officers and engineers of the company. 

Kenneth C. Ogden, commercial engineer, was chairman 
of the meeting. In his opening address he outlined the 
purpose of the meeting, emphasizing the new development 
of heating equipment in Westchester County. He stated 
that the new rate for gas was the result of several years of 
thorough research and that the announcement of this 
rate in the newspapers of the county had resulted in hun- 
dreds of inquiries from builders and interested citizens. 
Under the circumstances, the representatives of the com- 
mercial engineering department of the company thought 
it best to advise the heating and plumbing contractors of 
the full significance of this new era of house heating while 
it was still in the first stage of development. 

Edward P. Prezzano, a vice president of the lighting 
company, then addressed the gathering, welcoming them 
in behalf of the company and of Eugene H. Rosenquest, 
president, who was unable to attend this meeting with the 
plumbing and heating contractors. 

The next speaker was Nils T. Sellman, assistant secre 
tary of the Consolidated Gas Co. of New York, formerly 
engineer of utilization in charge of the Consolidated test 
ing laboratories. In his talk he stated that gas heating 
was not an experiment, and that proof of this was given 
by the fact that over 160,000 gas boiler installations had 
been made throughout the United States up to the present 
time. He spoke briefly of the research work that is being 





Plumbing and heating contractors of Westchester County, N. Y., attending a meeting in the auditorium of the Westchester 
Lighting Co.’s building 
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done in the Consolidated Gas Co. and its affiliated com- 
panies and of the rigid tests that every gas appliance must 
undergo before it is placed on the market. 

George T. Macbeth, chief gas engineer, next extended 
a word of greeting to the gathering, stating that his de- 
partment, specifically, was responsible for the maintenance 
and extending of gas service to the county. Henry N. 
Baker, superintendent of the customers’ service depart- 
ment, also spoke briefly on the work of his department. 
Frank M. Nilan, assistant secretary, speaking upon the 
application of the new gas rate, made use of figures and 
charts to show that it was in actuality a simple thing to 
understand and, contrary to a prevalent belief, not at all 
complicated. 

The next speaker, Frank L. Kay, commercial engineer- 
ing assistant, enlarged further upon Mr. Sellman’s topic. 
Mr. Kay, who himself had been associated with the heat- 
ing fraternity for approximately 27 years, showed that he 
thoroughly understood the need of co-operation between 
the public utilities and the business and industrial men of 
the community in a project of this type. In outlining the 
development of heating by gas in Westchester, he demon- 
strated by use of lantern slides depicting several model 
installations in the county. He stated that, after the gas 
boilers have been installed by the heating and plumbing 
contractors, Westchester Lighting Company will provide 
maintenance and service for them by monthly inspections 
and thorough tests each spring and fall. 

Following the meeting in the auditorium, the guests 
visited the gas boiler rooms of the company and inspected 
the equipment which is used to heat the Mount Vernon 
general office building. This proved particularly interest- 
ing inasmuch as this installation happens to be one of the 
largest of its kind in the world. 





MASTER PLUMBER’S SON WINS ESSAY CONTEST 

The Ohio Federation of 
Women’s Clubs has been con- 
ducting an essay contest 
among the school children of 
the state on the subject of 
better equipped homes. Over 
30,000 children took part in 
the contest. Among one of 
the eight children to win a 
prize, which consisted of a 
trip to Washington, D. C., was 
George Schoechle,  thirteen- 
year-old son of Leo Schoechle, 
Jr., master plumber and heat- 
ing contractor of Marion, 
Ohio. The subject of the 
winning essay was ‘“Advan- 
tages of Modern Plumbing in 
Every Home,”’ which was one 
of the ten subjects from which 
the contestants were allowed to choose. Below is the essay 
written by George Schoechle. 














George Schoechle 


Advantages of Modern Plumbing in Every Home 

“Since earliest history, plumbing has been necessary to 
civilization. The Egyptians filtered the muddy waters of 
the Nile as a sanitary foundation for the rules they en- 
forced as to bathing and general cleanliness; the Hebrews, 
Greeks and Romans insisted upon drainage and ventila- 
tion, and their. public baths have been of historical in- 
terest. 

“These are the people who stand out in the world’s his- 


| tory, the natfons who had enough knowledge of the craft 


of plumbing to make their homes sanitary, and thus keep 
their people healthy. 
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“When doctors started out to prevent sputum borne 
disease, they insisted on safe water supplies and good 
sewerage in the homes. For example, unsafe water supply 
in a home might carry typhoid germs and start an epi- 
demic sweeping a whole city. Modern plumbing in every 
home will aid the medical profession in stamping out 
disease. In the first-class homes, eating places, and hos- 
pitals the new combination electric dishwasher and drain- 
board are used, because water hot enough to destroy 
germs is too hot for the hands of the human dishwasher. 
You can prevent cold and influenza from running through 
your whole household by insisting that all eating utensils 
be put in boiling water. Homes, rooming houses and 
hotels should have one bath equipment for every seven 
persons and one toilet for every five. 

“The old ‘Saturday Nighter’ might turn in his grave 
could he know that the railroad companies have observa- 
tion cars with complete modern equipment for baths. 
Sanitary plumbing in the home was considered only for 
the rich and termed a ‘luxury’ a few years ago, but now 
it has taken first place among the necessities of modern 
times. 

“The poor, denied sanitary plumbing in their homes, 
should see in public places only the most perfect and most 
modern plumbing equipment, and, seeing, will there learn 
to appreciate its beauty and convenience and will come 
to demand better sanitary arrangements in the tenements. 

“Every person appreciates the ability which women are 
demonstrating in their work in public affairs. The joke 
about the tenement house families who used the bathtub 
to store the coal in was funny once, but today, through 
the Federation of Women’s Clubs and social welfare work- 
ers, they enter slum homes and teach the ignorant to use 
modern improvements. Much could be said about the 
labor saving conveniences of the modern plumbing equip- 
ment in the home, especially in the farm home, where 
mothers spend hours and hours in needless drudgery that 
they could, and should, devote to their families, to recrea- 
tion and social activities. 

“What is more beautiful than a spotlessly clean mod- 
ern bathroom with its built-in tub, shower, noiseless 
toilet, pedestal lavatory, and bright, shiny trimmings 
against a background of white tile on floor and walls? 

“People must realize that health means individual pros- 
perity and will insist on proper heating, ventilation and 
lavatories in their homes. 

“In short, ‘A Bath a Day Keeps You Fit Every Way.’”’ 





OAKLAND JOURNEYMEN ENTERTAIN 
MASTER PLUMBERS 

The Oakland, Berkeley and Alameda Master Plumbers 
Association was entertained with a smoker at Plumbers’ 
Hall, Oakland, Calif., on the evening of May 9, as the 
guests of Journeymen’s Local No. 444, of Oakland. Over 
three hundred master plumbers and journeymen were 
present, taxing the capacity of the hall to the utmost. 

President James Sullivan presided, assisted by J. J. 
Schlag], business manager. The opening address was 
given by V. A. Edgeworth, manager of the master plumb- 
ers’ association, in which he expressed the gratitude of 
the members of his organization at the spirit which 
Prompted such an occasion. Mr. Edgeworth felicitated 
the journeymen on their fine co-operative efforts, charac- 
lerizing such a spirit as one constituting a moral agree- 
ment between the master plumbers and journeymen. 

President W. H. Picard of the master plumbers’ asso- 
Clation also dwelt on the same general thought. Both 
informal talks were exceptionally well received. The 
double quartette of the Oakland, Berkeley and Alameda 
association rendered several delightful numbers. 
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HEN you place your next order, be 
particular to specify “‘the Genu- 
ine Barnes Three-Wheel Pipe Cutter.” 
Then you can be sure of a perfect tool 
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Haven, Conn., by The Barnes Tool Com- 
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California Masters Hold Con- 


vention 


The twenty-seventh annual convention of the California 
Merchant Plumbers’ Association was held May 14, 15 and 
16 at the Clift Hotel, San Francisco. A report of that 
meeting was published on page 112 of the June 2 issue of 
“Domestic Engineering.’’ The following is the remainder 
of that report. « 





Eulogizing Charles R. Hutton for his splendid service 
as president, John Hokom of Los Angeles brought al] 
to their feet in a rising vote of thanks to their past 
president. A rising vote of thanks was also given to those 
firms and representatives who had made possible go 
many pleasurable trips and other happy occasions. 

Before adjourning the convention, Mr. Hutton expressed 
his thanks to the association members for having so 
heartily supported and helped him at all times during the 
past year. 
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FITZGIBBONS BOILER Co. was made possible through the courtesy of The Em- 
INCORPORATED porium, one of San Francisco’s largest department stores. 


570 Seventh Ave., New York, N. Y. 


Of Vital 





In the evening, the Florentine Room of the Clift was 
the scene of a jolly party when 300 card players gath- 
ered to play whist. The success of this occasion was due 
largely to the efforts of Victor J. Petersen, who headed 









I the committee in charge. Many handsome prizes were 
mportance awarded. Among those who turned in high scores were: 
Ss. I lli d Mrs. Fred Spiersch of Richmond, 

to You! Mrs. John Collins an p 








The manufacturing processes 
back of the brass goods that you 
install are of vital importance to 
you. 


You have a right to know exactly 
how well equipped the manu- 
facturer is; how good his con- 
nections are for the purchase, at 
a low price, of the best raw 
materials. 


Ask us for our catalog—know 
the facts back of every piece of 
Enterprise brass goods that is 
offered to you. 


ENTERPRISE BRASS WORKS 
Muskegon, Michigan 








Top row: J. B. Morse, secretary, Oakland-Berkeley-Alameda; 

A. G. Hannaford of Los Angeles; V. Cox, president, Fresno} I. 

Clark of Visalia.—Bottom row: F. M. Delano of San Fran- 

cisco; W. Mott, secretary, Sacramento; V. A. Edgeworth, busi- 

ness manager of Oakland-Berkeley-Alameda association. 

Photos taken at the recent convention of the California Mer 
chant Plumbers’ Association 
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Top row: C. L. Foin, secretary, Fresno; T. J. Kennedy of Mar- 

tinez and J. F. Mauzy of Walnut Creek, secretary and presi- 

dent, respectively, of the Contra Costa association.—Bottom 

row: Ernest Schaeffle, secretary, San Francisco; Frank J. 

Klimm of San Francisco; W. F. Wood, manager of Los An- 

geles association. Photos taken at the recent convention of 
the California Merchant Plumbers’ Association 


Mrs. Carl Seipp and Mrs. Phillip Tabacco of San Fran- 
cisco, Mrs. Lahr, Mrs. Walter Grey, Mrs. V. L. Aikins and 
Mrs. N. J. Previati of Oakland, Mrs. Lubliner of Los An- 
geles, Messrs. V. L. Aikins, John Rankin and W. H. Picard 
of Oakland, L. Z. Brown of Los Angeles, W. D. Rihn of 
Richmond and B. A. Newman of Fresno. 

Tuesday afternoon, the ladies were delightfully enter- 
tained at a matinee party at the Orpheum Theatre. This 
was followed by the banquet in the Florentine Room at 
the Clift, a brilliant occasion, when more than five hun- 
dred occupied every available chair in the immense ban- 
quet room. An elaborate program was provided by Albert 
J. Wilson and his committee, who had asked “The Sing- 
ing Seven’? from Oakland, Miss Evelyn Louise Previati 
from the same city, and Frank Austin, president of the 
San Francisco Chapter of Plumbing and Heating Sales- 
men, to contribute vocal selections. 

Another brilliant occasion was the grand ball held in 
the roof garden, immediately after the banquet. Follow- 
ing the preliminary vaudeville numbers the _ guests 
thronged onto the floor and danced until a late hour. An- 
thony J. Silva headed the committee who capably handled 
the details of this colorful affair. 

Leaving the Clift Hotel at 8:30 Wednesday morning, 
the delegates and guests were taken for a sight-seeing 
tour of the city in busses. They were first shown San 
Francisco’s beautiful Golden Gate Park, the cars pausing 
for a moment before the conservatory, where a mammoth 
floral plaque, in full bloom, bore the words, ‘‘WELCOME, 
MASTER PLUMBERS.” 
courtesy of the park commission. From the park, the 
caravan continued on to Twin Peaks, thence to Cliff 
House drive, Legion of Honor Memorial and on through 
the long, winding reaches of the Presidio. 

From the Presidio, the busses proceeded direct to the 
Embarcadero, drawing up at the pier, where the steamer 
“City of Sacramento”? was waiting to take aboard the 
Party, which numbered close to five hundred. 

The six-hour trip around the bay was one of the gala 
events of the convention. The boat steamed down the 
waterfront as far as Hunter’s Point, thence back across 
the waters of San Francisco Bay and well up into San 
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Increased Profits 


A very simple sales talk will persuade 
your customer to purchase either a 
Koil-Les or Triumph Storage Heater. 
Both lines are TANK SURFACE 
HEATED, NON-LIMING, HIGHLY 
EFFICIENT, FOOL-PROOF and LOW 
PRICED. 

A BIG PROFIT TO START — greater 
profits the more you sell. Mail this adver- 
tisement to us and without obligation we 
will send you our PROFIT- SHARING 
OFFER. 


KOIL-LES HEATER CO. 
Geneva, Illinois, U.S. A. 
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The Novelty Steam Boiler Works Company 


Clare and Kloman Streets Baltimore, Maryland 
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Top row: Thos. F. Leary, manager of the western division of 
Mueller Co., Decatur, Ill.; Walter Mead of Hoffman Specialty 
Co.; C. A. Reilly, W. F. White of Hoffman Heater Co., Los 
Angeles.—Bottom row: D. R. Gannon, Jr., Public Service Brass 
Corp., Los Angeles; C. C. Anderson, Standard Sanitary Mfg. 
Co., San Francisco; E. Price, president of Price-Pfister Co., 
Los Angeles; H. Crossley, manager of Oakland branch, and 
Frank Sutcliffe, president of the John Wood Mfg. Co. Photos 
taken at the recent convention of the California Merchant 
Plumbers’ Association 


Pablo and Suisun Bays, passing under the new auto 
bridge, the largest of its kind in the world, spanning 
Carquinez Straits. The cities of Crockett, Benecia, Mar- 
tinez and Vallejo, as well as the extensive works of the 
U. S. Navy Yard at Mare Island, were viewed from the 
steamer’s deck. Luncheon was served and dancing was 
enjoyed on deck and below, music being furnished by two 
orchestras. 

This excursion was made possible through the courtesy 
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of the Industrial Association of San Francisco. J. V. 
Young and his able committee handled the details of the 
automobile ride, while William P. Goss and his commit- 
tee looked after the arrangements relative to the bay 
excursion. 

Thursday morning ten bus-loads of delegates and guests 
left the hotel and were taken aboard the vehicular ferry 
to Oakland, en route to Richmond to spend the day visit- 
ing the two large plants of the Standard Sanitary Mfe. Co. 


Upon reaching the East side of the bay, the busses were 
met by forty private automobiles owned by members of 
the Oakland-Berkeley-Alameda Association, who joined 
the motorcade as it passed through Oakland, Berkeley 
and adjoining towns en route to Richmond. A delicious 
luncheon was served both at the pottery and enameling 
plant, the visitors spending the afternoon inspecting both 
big manufactories. This occasion was made possible 
through the courtesy of the Standard Sanitary Manufac- 
turing Co., Benjamin F. Blair, manager of the San Fran- 
cisco office. 

Thursday evening, Charles Mayer escorted a large 
number of delegates to the trade school operated by the 
San Francisco Industrial Association, said to be one of 
the finest and most complete in the country. The plumb- 
ing apprentices are under the direct supervision of George 
Staudinger, veteran sanitary engineer. The guests were 
greatly impressed by the thoroughness of the instruction 
methods as well as the equipment advantages enjoyed by 
the school. 





E. L. Orr, formerly with the Orr Co., Sioux City, Iowa, 
has gone into the plumbing and heating business under 
his own name, and is located at 419 Jackson street in that 
city. 
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New Jersey Master Plumbers’ 
Convention 


The twenty-seventh annual convention of the New Jer- 
sey State Association of Master Plumbers was held May 
92 and 23 at Asbury Park. The report of this convention 
was published on page 91 of the June 2 issue of ‘Domestic 
Engineering.” This is the remainder of that report. 


Following the introduction of the past state presidents 
in attendance and a very brief talk by B. Joseph O’Don- 
nell of the Plumbing and Heating Industries Bureau, the 
convention paid tribute to three veterans who had passed 
away since the 1927 meeting, Joseph A. Sprouls of Jersey 
City, past state president; Henry F. Baillet, Newark, past 
state secretary, and Joseph J. Slater, a trade paper repre- 
sentative. Communications were followed by the report 
of State Secretary George L. Bird of Elizabeth. This 
showed a full year of service, which included the at- 
tendance at 15 official meetings of the executive board, 
many visits to local associations, and his presence at 
dozens of outings and banquets. Proof of the construc- 
tive work done during the past year by the board was the 
announcement of membership gain, 55 during the year, a 
total of 1,315 members in all. New Jersey, it was an- 
nounced, stands third in the nation in the proportion of 
association members to total number of master plumbers. 


PRESIDENT DESMOND AND OTHER OFFICERS 
REPORT 
RESIDENT DESMOND took the floor to give his out- 
Prine of the year’s work, after the members had been 


photographed and had lunched. Considerable attention 








Top row: R. W. Kierstead of Montclair, Samuel F. Wilson of 
Newark, past national president.—Middle row: Jesse Thorn of 
Trenton Potteries Co.; Thomas Dawson, Crane Co., New York; 
H. 0. Officer, Crane Co., Newark.—Bottom row: Frederick W. 
Hoffman of Orange, H. J. Farrell of Atlantic City, J. C. Tur- 
bett, Joseph Berg, secretary of Orange association; Edward 
Bender, Pierce, Butler & Pierce Mfg. Corp.; A. J. Tesch, 
Spencer Heater Co. 
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Expensive service calls 
are ended when you 
install a Rathbun 
Model “S’ Sump 
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Wade Back Water Gate Valves positively close 
after each discharge of water. They cannot burst 
their hinges nor can they become clogged with 
waste or sediment if flushed regularly. 

Specify Wade Back Water GateValves for all service. 


From your jobber 


WADE IRON SANITARY MFG. COMPANY 
551 Fulton Street + Chicago, Illinois 
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Built-Well’s V-Lock Joint is a feature found in 
no other toilet 
seat. It is used 
in all Built-Well 
Seats, and is the 
means of pro- 
tecting the seat, 
absolutely, from 
pulling apart. 
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Sectional view of 
joint, turned up- 
side down to 
show how dowels 
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makes them 
tighter. 
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Tank Fittings of Quality 


1856 **MeSHANE” 1028 


The ORIGINAL Compound Lever 
Ball Cock. Elevated, Low-Down, 
Top and Bottom Supply Tank 
Levers and Valves. 
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Install quickly, with- 
out calking. Made of 
drawn lead—-NOT 
cast. Raymond Lead 
Roof Flanges for every 
job. 






Priced no higher than 
what you are asked to 
pay for poor imita- 
tions. For your own 
protection, use Ray- 
mond Lead Roof 
Flanges, all the time. 


RAYMOND LEAD WORKS 
735 South Washtenaw Avenue, Chicago, Illinois a 
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was paid to the membership gain, to the financial strength 
of the body, and to the legislative work of the year. The 
president, incidentally, attended every meeting of the last 
state legislature. Mr. Desmond stressed the importance 
to the association of the ladies’ auxiliary, lauding its 
work, and also paid his respects to the trade press for its 


loyalty and service. Two of his recommendations, those 





advocating a better acquaintanceship with the provisions 
of the direct bidding act and more co-operation between 
locals and the legislative committee, were later adopted 
as resolutions. 

Each of the officers has done his share of the work, the 
reports of First Vice President William N. Chesnut, Mont- 
clair, Second Vice President A. C. Krieger of North Hud- 
son, Third Vice President A. F. Berg of Orange, Fourth 
Vice President William J. Wilson of Lyndhurst, Trustees 
William G. Royer of Trenton, Charles S. Loveman of As- 
bury Park and Charles Werner of Jersey City, and of Past 
President Walter A. Grub of Newark showed. 


COMMITTEE REPORTS 

OMMITTEES, too, had been active. The membership 
C committee, with its gain of 55 new affiliants, was 
able to report four new local associations, at Westwood, 
Westfield, Red Bank and Hackensack. The sanitary com- 
mittee had worked out the code which the convention later 
adopted. The advisory board had been on hand when its 
services were needed. The educational committee had co- 
operated with the Plumbing and Heating Industries’ Bu- 
reau in the establishment of bookkeeping classes in vari- 
ous localities and has also gotten the ‘“‘Story of the Bath” 
into a number of schools as supplementary reading. Ap- 
prenticeship has been a live subject, with many problems 
and good progress shown. The bureau of statistics has 
devoted much time to the study of plumbing codes, find- 
ing that 120 out of 139 cities in the state have some kind 
of a code. 

Past President John J. Corcoran of Jersey City, in his 

report for the standardization committee, offered a reso- 
lution for presentation to the national standardization 
committee urging that a cast strainer and a cast tail piece 
be a part of the standard equipment on all iron enam- 
eled sinks. The convention later approved the idea and 
ordered the resolution to be forwarded to the national 
body. Then, on Wednesday morning, the printing, audit- 
ing and credential committees were given the opportunity 
to render their reports. 
‘ Three excellent essays, one of them in three parts, fea- 
tured the report of the committee entrusted with their 
preparation. The first, that of Past President Joseph A. 
Durr of Montclair, was designed to tell of ‘“‘faith, hope and 
gratitude,’’ three developments of a lad who works his way 
up from an apprentice to a successful master plumber. 
The article traced the growth of this good apprentice, the 
faith that he has in the master who trains him, his hope 
to become a good journeyman and a success in life, and 
his eventual gratitude to the men who have aided him to 
become a factor in the plumbing business. George Turner 
of Asbury Park headed his essay ‘“‘Service, For or Against.” 
In this he pointed out that master plumbers have been 
warned against overhead expense for many years, but few 
people had spoken of the cost of service, which he de- 
scribed as ‘“‘a first cousin to overhead expense, as it usually 
costs us money.” Speaking of the two kinds of service, 
productive and free, Mr. Turner advocated the elimination 
of much of the latter. 

The report of the chairman, Charles J. Samuel of Mont- 
clair, was divided under three subjects. The first was 4 
very eloquent tribute to the late Henry F. Baillet, the 
convention voting to have this sent to Mr. Baillet’s family 
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to show the affection the members felt for the deceased 
master. The second, entitled ‘‘The Local Association,” 
gave excellent advice about keeping an association run- 
ning smoothly and successfully. One suggestion was to 
keep the interest of the members alive at all times, get 
them out to meetings by making the sessions “‘live’’ af- 
fairs, and help keep up spirit by having many active com- 
mittees, each with a specific object in view. Membership 
on these committees should be so distributed that all 
members of the association do some committee work. Mr. 
Samuel believes that the local secretary is the most impor- 
tant cog in the wheel, and urges great consideration of a 
man’s fitness for this work before his election. In order to 
do the secretary’s work properly, he thinks, a paid execu- 
tive, either on part or full time, should be employed by 
the association. 

The longest section of the chairman’s efforts was de- 
voted to ‘‘Who Is Selling Most of the Plumbing and Heat- 
ing Material?’’ Pointing out that it is apparent there is 
a large volume of plumbing and heating materials passing 
through channels other than the plumbing and heating 
contractor, Mr. Samuel touched upon the manufacturers 
who are selling through other channels. Then he asked 
his hearers to what extent they are to blame for this con- 
dition, querying: “‘Do we keep our customers and pros- 
pects posted on the new fixtures and devices that are both 
labor saving and that make for greater home comforts? 
Do we advertise ourselves and our business enough? Do 
we tell them that their plumbing is old and insanitary and 
unfit for further use? Do we tell them that it would be 
to their interest to add more and better plumbing fixtures 
to the present equipment? Do we tell them this and many 
other things relating to plumbing and heating that they are 
necessarily vitally interested in? . . In the final analysis, 
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d,reiner, 
Jefferies of 


Top row: J. Miller Heidweiler and Harry 

Trenton; William J. White of Thatcher Co., C. M. 

Trenton.—Bottom row: G. T. Burns, American Brass Co.; J, T. 

Korver, William Delhagen, William Borduin, all of Paterson; 
J. B. Benedict 


ask ’em to buy from you, tell them the reason why, in an 
intelligent and convincing manner. If we will 
dise our goods in this way we can keep the plumbing and 
heating business where it rightfully belongs.’’ 

The tribute to Mr. 
from George §S. Aldous, 
the New Jersey State Master Plumbers 
who has never missed a convention of the association be- 


merchan- 


saillet letter 
who was the second president of 


was emphasized in a 


Association, and 


fore this year. In his communication, Past President 
Aldous gave a stirring eulogy of both Mr. Baillet and Mr. 
Sprouls. 








‘““P’’ TRAP 


oe 





**S”’ TRAP 











OFFSET 
BATH SUPPLY 





elle ee a a a a a a a a a a a ee a ee a a a a a a a a a a a ee a ee a ee a ee ae ee a ae ae 


THE A. S.LITTLE AFG.CO.,.HARTFORDOONN. 


i iin in a eo a Aa 


“CMEOMIT,, 


We are in a position to furnish all 
our brass products Chromium 
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(~ LEON ARD ™ NATIONAL PRESIDENT NOLAN’S ADDRESS 


" —_ ATIONAL President Thomas F. Nolan of Albany, who 
Thermostatic Water Mixing was accompanied to the convention by National Sec- 
retary Frank F. Schimpf and John E. Dugan of Albany, 
—Valve— stated in his address that much credit was due to the 
Officers of the state association for their earnest work dur- 
ing the year. Emphasizing the fact that the master plumb- 
ers have the greatest organization in the building fields, 
the national president asked the members if they were 
taking advantage of all of their opportunities in the great 
business in which they are engaged. ‘‘There is a demand 
for high grade fixtures, else the manufacturers would not 
be making them,” he asserted. “I believe we should cash 
in on this demand.’’ Most manufacturers and wholesalers 
are 100 per cent behind the masters, Mr. Nolan said, re- 
ferring to their support of the Plumbing and Heating In- 
dustries’ Bureau. The president mentioned the work of 
the various national committees and thanked the trade 
press for its co-operation with the association. ‘You 
should read your trade papers religiously,” he said. ‘‘You 
will get a lot of good information from them that will be 
worth money to you.” 
































B. JOS. O'DONNELL ON INDIFFERENCE 
6¢6WNDIFFERENCE is what is the matter with the 
i plumbing industry,’ B. Jos. O’Donnell of the 





Reliable Plumbing and Heating Industries’ Bureau told the con- 
vention, outlining his reasons, which included the state- 

The Leonard Thermostatic Water Mixing Valve will ment that a large proportion of the masters do not do 
+ ape yet Pap 2 <hr —— their duty, either to their associations or to themselves. 
made thoroughly and no point in its design which “Protect yourselves by keeping a grip on your businesses,” 
might add to its efficiency has been overlooked. Mr. O’Donnell advised. He praised the association for 
Write for the complete Leonard Catalog today. authorizing the employment of an executive secretary, but 








told the members the amount authorized was too low to 
S get the kind of a man desired. ‘‘What is worth having is 
worth paying for,’’ he emphasized. 

C. W. Starbuck, of R. M. Starbuck & Sons, Inc., Hart- 
ford, Conn., spent a few minutes explaining pilot drawings, 
made up to show plumbing practices of cities in New 
Jersey, and others showing in graphic form the provisions 
of the Hoover code. 

William B. Gould, executive secretary of the Atlantic 
City association, in an eloquent speech, told of the plans 
* made by that association to persuade the national associa- 
inges of the tion to bring the 1929 convention to Atlantic City. The 

° New Jersey state body endorsed these plans, and also 

Better Kind voted to hold its state meeting there next year, just pre- 

ceding the national convention, if the resort city succeeds 

in its efforts. If not, selection of a state convention site 
will be left to the incoming executive board. 


\. LEONARD-ROOKE CO., Providence, R. I. 





ENTERTAINMENT 

NTERTAINMENT furnished was edifying. The eve- 
k ning of the first day the delegates, guests and ladies 
enjoyed a dance, which was largely attended, and close to 
400 sat down to a delicious banquet at the Berkeley Car- 
teret Hotel on the following evening. At this affair, pres- 
entations were made to the newly elected president, to 
Mrs. Leslie H. Williams, retiring president of the Ladies 
Auxiliary, to Mrs. John J. Corcoran, retiring first vice 
president, and to Mrs. George Brenner, retiring secretary 
of the ladies’ organization. Short talks were made by the 
Hon. Thomas L. Hanson, of Perth Amboy, speaker of the 
| New Jersey State Assembly, Retiring President Desmond, 
GRAND HAVEN BRASS FOUNDRY Mrs. Williams and Walter A. Grub of Newark, who was 
Grand Haven, Michigan | chairman of the convention committee. Mr. Krieger acted 

| as toastmaster. 
A feature on the first evening was the past presidents’ 


Hinge No. 100 — Close-Ruf 


Hinges for all types of toilet seats : 
All hinges can be furnished Crodon Plated if so desired. dinner, an annual event, at which all of the former state 
leaders present, together with their wives, made merry. 
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Many letters come in telling of the interest 
of the writers in reading these pages of news 
of women and their activities. And of course 
there are many interested readers, too, from 
whom I rarely hear. If you are one of these 
readers, won't you become a writer also, and 
send us news of what your organization is doing. 
Now that June is here many of the auxiliaries 
will be holding outings and picnics, in place of, 
or in addition to, their regular meetings. Please 
don’t forget to write me all about your spring 
and summer festivities. 


ee ee ee ee eee 
dl 


Additional Contributions to National Scholarship Fund 

Information has just been received from National Presi- 
dent Mrs. E. D. Hornbrook of the Women’s Auxiliary 
showing that in addition to the list of contributions, re- 
cently published, which amounted to $910, donations have 
come to her from the following organizations: 


RE EE re ee” are a $40.00 
SS PET eee ere rer Te ee 25.00 
ES Se ee ee 75.00 
i ri ae eo eal ae ok 50.00 
I ll la ahaa aah 50.00 


ee et eekaekeeeceasee we 150.00 
New Britain, Conn., is credited with having donated 
$25.00 toward this fund, which was erroneously credited 
to South Bend, Conn., in the previous listing. 


National Auxiliary to Hold Memorial Services 

The memorial service of the Women’s Auxiliary to the 
National Association of Master Plumbers will be held at 
three o’clock on Monday afternoon, June 18, in the Italian 
room of the Hotel Peabody, Memphis, Tenn. The memorial 
committee consists of: Mrs. George Hicks of Philadelphia, 
Mrs. John Corcoran of New Jersey, Mrs. John Corrigan 
of St. Louis, Mo., Mrs. William F. Black of Enid, Okla., 
and Miss Annie Niesen of Cincinnati, Ohio. 


Racine Auxiliary Holds Meeting 

Thirteen members were present at the May meeting of 
the Racine, Wis., Woman’s Auxiliary, which was held at 
the home of Mrs. John Feiner, of Racine. Mrs. Albert 
Brunk, who is in charge of the Sunshine Fund, took up a 
collection at the end of the meeting. Later five hundred 
was played, awards going to Mrs. Axel Sanderhoff and 
Mrs. V. J. Robb. At 6 o’clock dinner was served. 


Oklahoma City Auxiliary Elects Officers 

On May 21, at the home of Mrs. T. J. Boismer, 443 West 
Twenty-second street, the ladies auxiliary of Oklahoma 
City, Okla., held its regular session, which meets the third 
Monday of each month. The following officers were elected 
for the year: Mrs. Homer Prahl, president; Mrs. Sam A. 
Rice, vice president; Mrs. J. M. Anderson, treasurer; Miss 
Emily J. Hanson, secretary. After the business had been 
transacted, the meeting was turned over to social activities. 

North Shore Auxiliary Holds Meeting 

The regular monthly meeting of the Woman’s Auxiliary 
to the North Shore Sanitary Engineers’ Association was 
held Friday evening, May 18, at the residence of Mrs. H. 
Hagen, 2323 Lawndale avenue, Evanston, Ill. The presi- 
dent, Miss Esther Schmeisser, was in the chair and sixteen 
members were present. After the business meeting cards 





and bunco were enjoyed. Honors were won by Mrs. Perry 
Wallace, Mrs. George Swift, Mrs. A. W. Kyle and Mrs. E. 
Coel. A delicious luncheon was served and all expressed 
themselves as having spent a most enjoyable evening. 


Oregon State Auxiliary Holds Convention 


During the convention of the Oregon State Association 
of Master Plumbers the Oregon Women’s Auxiliary also 
held its convention. Mrs. Joseph A. Bernardi, president of 
the auxiliary, addressed the men’s organization at the 
morning session on Friday, May 18, and on Saturday 
morning the business meeting of the auxiliary took place. 
About twenty-five ladies attended. Officers were chosen 
for the coming year, consisting of Mrs. B. T. Coffey of 
Portland, president; Mrs. J. A. Hansen of Astoria, vice 
president, and Mrs. R. D. Rennie of Portland, secretary 
and treasurer. The Oregon State Auxiliary was formed 
May 15, 1920, and a permanent organization was effected 
May 21, 1921. 

The social part of the convention consisted of a drive 
along the Columbia River, where a salmon canning estab- 
lishment and a state fish hatchery were visited. A visit 
was also made to the historically etched Astoria column, 
where the delegates posed for a group picture. 

A luncheon, matinee and theatre party were arranged 
for the ladies, while some 200 people attended the banquet 
given in the dining room of the Astoria, Saturday night. 














Top row: Mrs. B. D. Coffey of Portland, newly elected president 

of state auxiliary; Mrs. J. A. Bernardi of Salem, retiring 

president; Mrs. E. Pratt of Salem, secretary-treasurer. Bot- 

tom row: Mrs. T. M. Barr, vice president of Salem auxiliary; 

Mrs. J. A. Bernardi, president, Miss Mary Schoettle, secretary 
of Salem auxiliary 
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SIMPLEX AND JUNIOR 
FLASHINGS FOR EVERY 
ROOF CAN BE HAD IN 
EACH OF THE ABOVE 
METALS. 


Write for prices and full in- 
formation on the easily in- 
stalled, durable SIMPLEX 
and JUNIOR Flashings. 





SIMPLEX MFG. CO. 
2644 N. Ashland Avenue 
Chicago, Illinois 














tendency is toward 
something not only 
highly efficient in 
heating, but pleasing f | 
to the eye as well. 
McKeesport Radi- 
atorsaccomplish both 
of these points to 
greatest satisfaction. 
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‘J McKEESPORT 
RADIATION 


THE COLUMBIA RADIATOR COMPANY 


McKEESPORT, PENNA. 













dependable 
unit to be had 


Non-rusting shaft, non-rusting 
caring, non-rusting pump proper. De- 
livers the maximum amount of water a yy 
H. P. motor can pull without overload. 


AURORA PUMP COMPANY 
AURORA, ILLINOIS 


Manufacturers Deep Well Turbines, Centrif 
Pumps, Trench Pumps weed 























The Signet Floor 
Drain keeps out 
sewage, gas and 
germs. Your cus- 
tomers will want 
it, for better 
health, when you 
tell them about it. 
Clean, sanitary, 
simple, durable 
and efficient. 

Ask your jobber 
about the Signet 
or write us direct. 


CRAMPTON -FARLEY BRASS CO. 


Kansas City Missouri 
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New Bedford Ladies Help Remodel Association Quarters 

The Women’s Auxiliary of New Bedford, Mass., and vi- 
cinity has assisted the master plumbers’ association in re- 
modeling and furnishing its quarters at 1645 Purchase 
street, where meetings and parties will be held. The 
auxiliary has the privilege of using these quarters for their 
meetings, whist parties, etc. Their first regular meeting 
was held in the association rooms on May 7, while hereto- 
fore they had been holding their meetings at the homes of 
Past President Mrs. T. A. Hillyer and President Mrs. J. F. 
Murphy. On April 25 this auxiliary had a very successful 
whist party with 13 tables, followed by refreshments and 
dancing, the proceeds of which were divided with the mas- 
ter plumbers. They are planning to have a chicken pie 
supper on June 13 for the auxiliary, master plumbers and 
their friends. 


Ladies of East Bay Auxiliary Enjoy Luncheon and Card 
Party 

Members of the Oakland-Berkeley-Alameda Auxiliary 
made a most delightful occasion of their regular monthly 
meeting, held May 21, at Plumbers’ Hall, 538 Twenty- 
fourth street, Oakland. A most delicious luncheon was 
served, followed by a short business session. The meeting 
was well attended, but only sixteen ladies remained for the 
card playing. The tables were most attractively decorated 
with huge bouquets of snap-dragons. Table prizes went to 
Mesdames James Cooper, L. J. Jackson, Walter Grey and 
V. L. Aikens. Mrs. Arthur Johnson was awarded consola- 
tion prize. Mrs. L. A. Bryant headed the committee in 
charge of arrangements. Until recently, the auxiliary has 
been meeting in the evening, but it has been found more 
satisfactory to hold the gatherings as luncheon and after- 
noon affairs. 


Dayton Auxiliary Holds Card Party 

The Ladies Auxiliary of Dayton, Ohio, gave a card party 
to the master plumbers in their club rooms, on May 10. 
All present enjoyed a most wonderful evening. Mrs. R. E. 
Foerste, past secretary, had charge of the entertainment, 
Mrs. Henry Blank, Mrs. N. H. Bricker, Mrs. Fred Meyer 
and Mrs. F. Reininger assisting. More of these gatherings 
are expected, as every one thoroughly enjoyed this one. 

An election of officers took place in March, the result 
being that Mrs. Edward Loewer was elected president; 
Mrs. A. J. Hoke, re-elected secretary; Mrs. George Riber, 
treasurer, and Mrs. Joseph C. Keim, publicity chairman. 


Denver Auxiliary Gives Luncheon 


The Ladies’ Auxiliary to the Denver Master Plumbers’ 
Association met at the Blue Parrot Inn on Thursday, May 
24. Luncheon was served at one o’clock, and was followed 
by the regular business meeting. The committee in charge 
of a party recently given reported that $47.50 had been 
turned in from that affair, and all the tickets had not yet 
been accounted for. The president’s daughter and Mrs. 
Cole from Boulder were guests at the meeting. Members 
are looking forward to a picnic to be held this month at 
the lovely mountain cabin of one of their number at Ben- 
demeer. Mrs. Edwin B. Clayton was elected delegate to 
the national convention to be held in Memphis, Tenn. 


Trenton Auxiliary Members Active in Social Affair 

Several prominent members of the Ladies Auxiliary to 
the Master Plumbers Association of the City of Trenton 
are active in a social affair to be held by Victory Chapter 
No. 96, Order of Eastern Star, at the Crescent Temple in 





| that city. 
_worthy matron, and the Mesdames J. Miller Heidweiler, 
| John C. Wouters, William G. Royer, Frank Penrose and 


state auxiliary. 


The members include Mrs. Hornketh, who is 


Walter W. Smith. Mrs. Heidweiler is also treasurer of the 
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CIRCULATION 
BALANCER 


For Hot Water Systems 


Here is a Flow Control 
Fitting that will assure the 
uniform heating of radiators 
on any Hot Water heating 
plant whether it be a 
GRAVITY SYSTEM or 
FORCED CIRCULA- 
TION SYSTEM. One of 
the biggest points about 
this fitting is the fact that 
it can be installed without 
draining the system and 
after adjustment can be 
locked into position. Write 
for Bulletin B-138. 


Vapor Heating Company 


YORK :: PENNA. 
Branch Offices in Principal Cities in U. S. 





~ TWO IMPORTANT 
BROOMELL 


FACTORS IN THE 


BROOMELL SYSTEMS 


SUPREMACY 


These two Broomell 
Products, one contrib- 
uting greatly to the 
supremacy of the 
Broomell Heating 
Systems and the other 
to hot water systems, 
rnay be used to great 
advantage on other 
systems and for other 
purposes. We have 
important informa- 
tion regarding Vapor 
Heating and what it 
means in REAL money 
for you. We also have 
a great deal of helpful 
information showing 
how you can utilize 
the Broomell Systems 
and Broomell Special- 
ties. Write us for our 
Bulletin B-140. 


**Just Around the 
Corner”’ 





DIAPHRAGM 
FLOAT VENT 


In the Broomell Diaphragm 
Float Vent one of the oldest 
and most troublesome prob- 
lems known to architects, 
engineers and heating con- 
tractors interested in heat- 
ing has been overcome. 
The Broomell Float Vent is 
SIMPLE in construction, 
positive in action and can 
be relied upon to evacuate 
air freely yet close instantly 
against vapor, steam or 
water. When once it has 
let air escape, it positively 
prevents air from again 
entering the system. Write 
for Bulletin B-137. 
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There is no longer any reason why unnecessary 
threading operations should continue to reduce 
your profits. 

For, in the New No. 11 Plain and 11A Ratchet 
Beavers you gain time and labor saving advan- 
tages never before offered—not even in the old 
Nos. 25 and 26 Beavers which these 2 new 
tools replace. 

When one Nationally known contractor saw 
these new Beavers he remarked: ‘This is the 


THE BORDEN COMPANY 


510 Dana Avenue Warren, Ohio 


New York Office: 50 Church St., New York City 





Money Ma 


es 





ENGINEERING 







king Pipe Tool 


June 9, 1928 


[e” to 2”) 








Set the dies to size 
—and the tool is 
ready 






The accurate 
Beaver workholder 
that eliminates 
loose bushings. 


first worth while improvement madé in die 
stocks in 20 years.” 

No. 11 Plain and 11A Ratchet Beavers are 
revelation die stocks. They are light in weight, 
easy working, simple in construction, durable, 
interchangeable parts, no loose parts and their 
price is surprisingly low. 

Folder No. 32 tells the whole story. Return 
the coupon for your copy. 






The Borden Co., Warren, Ohio. 







Gentlemen: 








Kindly send me Folder No. 32 that tells all about 
the Revelation Beavers—Nos. 11 Plain and 11A 
Ratchet. 
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BE SURE YOU’RE RIGHT, SAID GRANT. WE DON’T KNOW 
ABOUT GOING AHEAD THEN 
They say that a certain young man was recently bowling 
along the road right merrily in his flivver when he caught up 
with a party of children on their way to school. He asked 
them if they wanted a lift, and was immediately boarded by 
such a mob that one little girl had to sit in his lap. As they 
drove along he carried on the following conversation with the 
little girl in his lap: 
“Do you like school?” 
“Yes, sir,” she lisped. 
“Do you go every day?” 
“T haven’t missed a day this year.” 
“Good little girl!’ exclaimed the 
cheek. “Do you like your teacher?’ 
“Yes, sir,” said the girl. “I’m the teacher.” 
And the flivver came near going into the ditch. 
KABLEGRAMS. 


driver, kissing her soft 





I never sausage heat. 
Yes, 


First Pig: 


Second Pig: I'm nearly bacon. 





really a wonderful age we live in. Along about the 
June you buy the July issue of your favorite mag- 
any time after three in the afternoon you can buy 
your tomorrow’s paper; in the spring your wife begins to 
select her fall millinery. About the only thing that hasn't 
been advanced to the previous day is tomorrow’s breakfast. 


It’s 
first of 
azine; 





EPITAPH 
Here lies the body of Teddy Snow, 
He sure was one fine fella. 
He said in his sleep, “I love you, Grace,” 


But his wify’s name was Ella. 
“STATION PBF.” 





LIFE’S DARKEST MOMENT 
The return to the home town of the “‘local 
made good in the big city is rarely, we have understood, what 
it might be. In connection with this we have to report the 
particularly sad experience of a young banker who, after 
eight years of absence alighted at the station of the town of 
his birth. There was, despite his expectations, no one on the 
platform whom he knew. No Discouraged, he sought 
out the baggage master, a friend since boyhood. To him at 
least he would be welcome, and he was about to extend a 
hearty greeting, when the other spoke first: 


he away?” 


boy” who has 


one. 


“Hello, George,”’ said. “Gon’ 


NEW YORKER. 





“SY” SEZ . 
Maybe the authorities who banned automobiles 
Were only taking a rap at companionate carriages. 


university 





Magistrate: “You are charged with being a deserter, having 
left your wife.” 

Very small prisoner: 
refugee,” 


“No, sir; I’m not a deserter. I’m a 





“I’m afraid Donald suffers from matrimonial dyspepsia.” 
“What's that?” 
“Oh, you know. His wife doesn’t agree with him.” 

“SY” MARTIN, Owensboro, Ky. 





And, “Sy,” 
Permit 


how did you miss this one: The marriage vows 
you to have sixteen wives: Four better, four worse, 
four richer, four poorer. And that statistician missed one: 
Four ever. 





_~- 


Doctor 
one hour 


advice and drink hot water 


~“Did 
before 

His patient 
than 


you follow 
breakfast?” 
“T did my best, but 


doctor.” 


my 


| couldn't keep it 
ANSWERS, 


up more 
lL) minutes, London, 


What 


to do things, if he got too busy for a week to eat? 


would happen to the fellow who is always too busy 


ie &- 
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Do YOU 
Want to Hold 
the Bag 
? 


ALESMEN, talking oil burners, like to 

draw a rosy picture of you — the dealer 
carrying a bag full of dollars down to the 
receiving teller every week. 


You, as a keen business man, have seen too 
many dealers holding the bag: and dealing with 
another type of receiver! 


But you never saw a Caloroil dealer in that 
fix. For two reasons: 


1 He has the only burner that uses vac- 
uum feed. That one feature of design 
—which is exclusive to Caloroil—elim- 
inates just about 99-8/10°7, of all the 
oil burner “‘bugs.’’ (We will be glad to 
show you how and why.) 


2 He has an unusually favorable service 
situation. The total cost of service 
for dealers having over 100 burners in 
use often runs less—-much Jess—than 
what they pay for light bills. 


If you want to have pleasant dealings with 
your bank, we suggest that the first step is to 
send the coupon below for the facts about 
Caloroil. 

Just getting the truth can’t bite you. We will 
leave the decision up to your good judgment. 


after you have the evidence. Send for it, 
today, NOW. 


CALOROIL BURNER CORP. 
225 West 34th Street 
New York City 
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CALOROIL BURNER CORP. 
(DEPT. 22) 


225 West 34th St., 
New York City. 





Send along the facts. 
NAME.. 
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TRADE MADA 


~Kwic - LIFL 


Most Practical Ceiling Radiator 
Hanger Made 


“The Up-Up-Up je 
Hanger of |° 
the Century” : 


Inserted Between Columns of Radiator 


No 
Scaffolding 
No Jacks 


No Broken 
Backs 








Ask your jobber for them 


STERLING ENGINEERING CO. 


1630 Holton Street, Milwaukee, Wis. 























Save This Advertisement and Get a $3 
Merchandise Present Free 


“*ALPHA-POSTING-TRAYS” 





“‘Alpha-Posting-Trays” are made from six to sixteen inches in 
width and in all heights. Both in twelve and eighteen inch deep, 
from front to back, with and without removable covers. 

Prices on Request. 

Please send sample printed form, when inquiring for prices. 


FREE ‘= 


This handsomely 
built Valuable 
Paper ‘‘Steel- 
Safety-Box’’ 


ACT NOW! MAIL IN COUPON TODAY—! 


= Pin this Coupon to your letter and mailinto-day “WG 
Superior Equipment Co. Dept., M-A-9 
320 Beaubien St., Detroit, Mich., U. S. A. 

Please mail in (without obligation) descriptive matter of your 
complete line, and tell me how we can obtain your $3 valuable-paper- 
-steel-safety-box free with the purchase price of only $7.75 or over 
in we equipment, as listed, as an introductory offer to gain new 
accounts, 











June 9, 1928 


Bath a Day Movement 


With the end of school only a few more days away, teachers 
are beginning to make their plans for the summer. Teachers’ 
plans for a great part consist in im- 

proving their education, and preparing 

for the future years of schooling. 

Every year a number of teachers go 

to summer school to take advanced 

courses im education. Planning a 

year’s school work is a difficult thing, 

as any teacher can tell you. For that reason, any suggestions 
made to teachers as to how to improve the work for the forth- 

conmung year will be gratefully received. 

“The Story of the Bath’’ is now being used in 167 cities 
in the United States as supplementary reading. During 
the summer we receive a great many inquiries concerning 


“The Story’’ from those teachers who are looking forward 


to next year. 
The schools in your city are no doubt running summer 


sessions. It is a good time of the year to get “The Story” 
into the schools, for it is a quiet time for teachers and 
officials, and they can therefore listen to suggestions much 
more easily than during the school season. 

Write ‘‘Domestic Engineering,’’ 1900 Prairie avenue, 
Chicago, for a free sample copy of “The Story of the 
Bath.” Read it over and then take it to the superintend- 
ent of schools in your city, and ask him to read it. Other 
master plumbers have done so with surprising results. 


Epigrams—For Your Use 


A woman’s tears are her most convincing arguments. 
° * * 


Widows and widowers in all conditions of life want re- 


pairing. 
oa a . 


A man who hasn’t had trials and tribulations cannot 
appreciate happiness. 


8 * 7 
Even the hardened locomotive has its tender part. 
* . ae 


Wise men change their minds, but fools have none to 


change. 
7 + * 


Only an expert can convince others that he is less igno- 
rant than he really is. 





UTAH DELEGATES PICKED FOR NATIONAL 
» CONVENTION 

Ralph D. Evans, president of the Salt Lake City, Utah, 
Association of Sanitary and Heating Engineers, and Ed- 
mund G. Harris, past president, were chosen delegates of 
that organization to the national convention at Memphis, 
at the regular bi-weekly meeting held May 18. 

It is likely that five Utah masters will be in attendance 
when the national association meeting convenes. It is 
probable that the Utah state association will send its pres- 
ident, Henry G. Bockholt, and that the Utah County asso- 
ciation will send a representative. William A. Bywater 
will go as a national director. 

A motion was passed that a Memorial Day committee 


be appointed to send appropriate floral offerings to the 
graves of deceased association members. 

The association took out a new group life insurance 
policy for its members. Each policy is for $1,000 and will 
cost the organization an average premium of $13.5" per 


year. 
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PATENTS 


Heating Department 


1,664,101. Forming and Threading Machine. Arthur 
0. Austin, Barberton, Ohio, assignor, by mesne assign- 
ments, to The Ohio Brass Co., Mansfield, Ohio. In combi- 
nation a thread forming device, a continuous drive for 
said device, a periodically reversing drive for said device, 
and means for connecting said device with either of said 
drives. 























1,664, 200. 

1,664,200. Liquid-Level Indicator. Thomas M. Eynon, 
Philadelphia, Pa. In a device of the character stated, a 
lower pressure sensitive diaphragm, an upper pressure 
sensitive diaphragm, means for retaining said diaphrams 
in constant relation to each other, and liquid conduits com- 
municating with said diaphragms respectively for contain- 
ing liquid columns adapted to be supported by said dia- 
phragms for indicating the difference of pressures on said 
two diaphragms. 

* cd * 

1,663,692. Oil Burner. Richard R. Ezdorf, Baltimore, 
Md., assignor to Fuelo Corporation, Washington, D. C. 
In an oil burner, in combination, a fan housing, having a 
rotatable fan therein, an oil discharging cup within the 
fan housing, said cup and fan being operatively connected 
with the shaft of an electric motor, a stationary oil re- 
ceiving device mounted on the motor shaft, a port con- 
nected with the oil receiving device, a non-rotatable 
tubular element fitting over the shaft of the electric motor 


Ve e200 € Re «ee 6 «@ 





| 
4 SUBSCRIPTION RATES 


United States and possessions 
and all countries to which U. S. 


domestic postal rates apply; and cn, alt TCE 
Canada: 
1 Year, 52 Weeks. ..... $2.00 Street No....... 


SR &e6cedcacceens S45 





Vocation 


DOMESTIC ENGINEERING CO. 


1900 PRAIRIE AVENUE, CHICAGO. 
Gentlemen: Please enter my subscription for DOMESTIC ENGINEERING for 


aoe a See ee eS SC eae Ss Se. ew ee Se ee Oe e Se Cee Oe eet eee et ee eS 


| 
| 
| 
1 Other Countries 1 Year . . 3.00 Tee eee 


a 


In colors to harmonize 


with modern 
bath rooms 


HANSON 


WEIGH MASTER 
BATH ROOM SCALES 














You always make more 
money on Hanson Scales. 
Send for literature. 


HANSON BROS. SCALE CO. 68,443 5+ 





















FORGED STEEL 
THROUGHOUT 


Costs Less to 
Maintain 


If your jobber cannot supply you, write 


THE LAWSON MANUFACTURING CO. 
2720-24 East 53rd St., Cleveland, Ohio 








Wolverine Septic Tanks— 
The Plumber’s Line 


Easy and profitable to install. Don’t sublet your Septic 
tank business because it means profit 
to you. Modern Septic tanks can be 
sold and installed just like a bath tub 
or any other fixture—no more trouble. 
People outside the sewers are waiting 
for you to show them how they can 
have modern conveniences. 


Get our 1928 prices and literature 


Dail Steel Products Co. 
2000 Main St. Lansing, Mich. 














i 





Sn ie sth wee es dh hasta ae 











110 DOMESTIC ENGINEERING June 9, 1928 








‘“EAFCO” 


Universal 
Range Boiler Stand 


If you want to be safe and sure 
use only the “Eafco” Universal 
Range Boiler Stand. It is so 
strong it cannot break or 
buckle and it is so easy to in- 
stall and adjust that it will save 
you much time and trouble. 








Backed by “EAFCO” 




























































































The EASTERN FOUNDRY COMPANY 


Main Office and Factory: Boyertown, Penna. 


Philadelphia Office: 940 DREXEL BLDG. 
New York Office: 50 CHURCH ST. 
Boston Office: P. O. BOX 63, CAMBRIDGE, MASS. 



































and having a portion snugly fitting between the motor 
shaft and the stationary oil receiving device and secured 
to said stationary oil receiving device, said tubular ele- 
ment having a circumferential recess in communication 
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1,663,692. 
with the said ports, a plurality of longitudinal ports com- 
municating with the circumferential port. 
a a a 
1,662,895. Oil Burner. Reginald H. Patterson, Wash- 
ington, D. C., assignor to Fuelo Corporation, Washington, 
D. C. An oil burner comprising a fan housing, an air 
nozzle secured thereto and projecting outwardly there- 
from, a rotatable fan within the housing, a rotatable oil 




















1,662,895. 
discharging cup within the housing and projecting into 
the confines of the air nozzle, a motor for simultaneously 
rotating the oil cup and air fan, said air nozzle terminat- 
ing short of the outer periphery of the oil discharging cup 
a bent wire of substantially V-shaped formation having 
one end secured to the air nozzle and the other end 
projecting in a vertical plane in close proximity with the 
periphery of the oil discharging cup and adapted to con- 
vey oil dripping from the oil discharging cup downwardly 
away from the air nozzle, thereby to prevent the entrance 
of oil into the confines of the fan housing. 
. * * 

1,664,339. Domestic Oil Burner. Walter W. Williams, 

Bloomington, IIll., assignor to Williams Oil-O-Matic Heat- 











1,664,339. 


ing Corporation, Bloomington, Ill. In a fuel burner con- 
struction including a fire pot and an electrically operated 
fuel feed having a thermostatically operated control in 
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circuit therewith actuated by the temperature at the 
burner nozzle, means subjecting the thermostatic element 
to the increasing temperature at the nozzle upon ignition 
of the burner flame, and additional means actuated by 
said increasing temperature allowing an increasing cur- 
rent of atmospheric air to envelope said thermal element 
and pass into the fire pot. 
ca x * 

1,663,753. Oil Burner. Joseph E. Fowler, Worcester, 
Mass. In an oil burner, the combination of an oil ring 
having an outer wall provided with a shoulder thereon and 
an inner wall extending higher than the outer wall and 


29 3 





ko 


Dp 


1.663.733. 


extending outwardly toward the outer wall, and then 
downwardly, and provided with a shoulder in its outer sur- 
face, whereby the space for the discharge of oil or flame is 
located at an inclination between the downwardly extend- 
ing flange and the top of the outer wall, and a pair of 
perforated walls supported by said shoulders for receiving 
the flame and products of combustion. 


Plumbing Department 


1,663,141. Soldering Material. Samuel Ruben, New 
York, N. Y. A solder compound of substantially lead 34 
per cent, tin 34 per cent, zine 31 per cent and magnesium 
1 per cent. 

om * » 

1,663,952. Faucet. William H. Peaden, Tulsa, Okla., 
assignor to R. D. Donnelly and B. R. Graham, Tulsa, Okla. 
A faucet comprising a body having a valve seat and a 
spout rotatably and longitudinally shiftable within the 
body and having a valve coacting with the valve seat, and 
a spring acting to hold the spout shifted in a directian 
to cause the closing of the valve, a lever pivotally con- 
nected to the spout whereby it may be turned, and a ful- 
cfum member with which the lever coacts when the spout 
has been turned by the lever to a discharge position. 


= 
6 
7 
S 7 #429 
aS 


1,664,290 
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1,664,291 


1.663,952 


1,664,290. Coupling for Bead Chains. William J. Gag- 
non, Bridgeport, Conn., assignor to the Bead Chain Manu- 
facturing Co., Bridgeport, Conn. A coupling for chains of 
the split head type, comprising a length of seamless tubu- 
lar stock collapsed at one end to form a double walled 
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A Choice of the Best 


HAT’S what you 

sgetinrepliesfrom 
a **Domestic Engineering ”’ 
Want Ad. 


Nomatter what your problem 
—if you want a job or a man 
for a job, if you have some 
used equipment to sell or 
want to buy some, if you want 
to know what the leading 
books on plumbing and heat- 
ing are, if you want bids on 
a job—a ‘‘Domestic Engi- 
neering’’ Want Ad will solve 
that problem. 


Domestic Engineering 
1900 Prairie Ave. Chicago, III. 
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plate, apertured to accommodate a jump ring, the other 
end of the tube having an internal diameter only slightly 


? 
Vanderman S in excess of the overall diameter of the ball and accom- 


modating the end ball of a chain. 
Products 


* - x 
Here are two Van- 


1,664,291. Coupling for Bead Chains. William J. Gag- 
derman Products non, Bridgeport, Conn., assignor to the Bead Chain Manu- 
you should know facturing Co., Bridgeport, Conn. <A coupling device com- 





bout. The All- ; 
Steel Tool Chest prising a drawn sheet metal eyelet having end flanges ex- 
for your conveni- tending from one side of the eyelet and adapted to be off- 
ence and the Com- ‘ : ; 
bination Pipe Vise set into engagement with the end ball of a bead chain. 
to speed up your * * * 
work. Aak . ; ; 
Write - icine . 74,845. Lavatory. Sherman Smith, Pittsburgh, Pa., 
for nage “i , — assignor to Standard Sanitary Manufacturing Co., Pitts- 
_ THE VANDERMAN | jobber 
MFG. CO 
catalog ‘ ’ 
Willimantic, Conn. 














oa a ae ae a he a hs a sD et ts De We a De ee 
YAGER’S SOLDERING SALTS 


Just the thing for 
tinning irons, solder- 
ing or wiping joints. 


Meeane §=You should have it 74,845. 
| SOLDERING in the shop at all 
times. | 


Write ‘‘Dept. D.’’ 
for inoue burgh, Pa. The ornamental design for a lavatory, sub- 


stantially as shown. 
ALEX R. BENSON CO., Inc., Hudson, New York -. = 
For list of distributors see 1928 McRae Blue Book. 1,664,435. Water Softener. Howard N. Smith, Oak 


Sales Agency for Canada: Canadian General Electric Co., Lid., Toronto and Montreal 
Joeoofochectectooteet Park, Ill. A water softener comprising a conical casing 
































NEW YORK’S NEWEST 
AND FINEST HOTEL 


Smartly Near The Center Of Things 


Around the corner from New York’s exclusive 
shopping district, readily accessible to le ding 
theatres, and railroad terminals, yet in a neigh- 
borhood socially correct and away from the noise 
and turmoil of the business district. The Park 
Central enjoys a location distinctly unique in its 
advantages. 


Come to The Park Central, New York’s newest and finest hotel, 
where you will find advantages heretofore unknown to American 
Hostelries—Radio outlets . . . Electric Refrigeration ... Five Period 
Salons and Roof Patios for private social functions . . . Swimming ' 
Pool .. .Grille Room featuring Arnold Johnson and his world-famous 














——- . ; . — ee r a and a a 1.664.435 
rooms five dollars per day and up. uble rooms eight dollars per , . : : ; 
day and up. T Pp c having a plurality of sets of openings, a main screen posl 
. HE ARK EN r RAL a ° . afl 
tioned transversely in casing to retain a mineral therein, 
Fifty-Fifth Street at 7th Avenue - - New York City y 6 

















a handle in one end of casing to permit its operation. 


POWERS 


has the most complete line of temperature regulators made for 
all types of hot water heaters. Self-Operating—Compressed Air 
Operated and Water Operated. 


Get the Right Regulator for Each Job 


Let us help you to select the type of regulator which will give best 
results. We may be able to help you eliminate a lot of trouble 
and needless expense. Phone or write our nearest office. 
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POWERS TANK 
THERMOMETER 










TEM PERATURE 
REGULATOR 


/ 























THE PowERS REGULATOR Co. 


36 years of specialization in temperature control 
2716 GREENVIEW AVE., CHICAGO. AlseNew York, Besten, Terento, Atlanta, 
Les Angeles and 3@ ether offices See your telephone directory (G-3604) 





"A asSalWatalialafaluhiutald Miabalule ise ballast 


RENN RAR TART TTT TUTE T TTT TD DOOoS 





DOMESTIC ENGINEERING 113 


June 9, 1928 





8 cents for each word including heading and address. Count seven words 
for keyed address. mum $2.00 for each insertion. One inch $4.00. 
Cash must accompany order. Copy should reach us eight days in advance, 














PRACTICE AND THEORY OF SANI- 
TARY PLUMBING. By R. M. Star- 
buck. Vol. I. Contains 400 questions 


Situations Open Miscellaneous 
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STATE MANAGERS FOR HIGH GRADE 

plumbers brass goods line. A rare op- 
portunity for big money. Address Key 
108, “Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 





SALESMEN TO REPRESENT A MANU- 

facturer of brass pipe fittings of 
quality on commission basis. Address 
Key 157, “Domestic Engineering,” 110 
East 42nd St., New York, N. Y. 





SALESMAN WANTED: EXPERIENCED 

acquainted with plumbing and heat- 
ing trade to represent prominent pipe 
tool manufacturer in Ohio, Indiana and 
Illinois. Address Key 146, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 





MANUFACTURERS’ REPRE- 

sentatives wanted by manufacturer of 
high grade iron and brass pipe nipples. 
Several territories open. Address Key 
154, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 





Situations Wanted 


WESTERN COAST REPRESENTATION. 

Business man experienced in mer- 
chandising plumbing and heating ap- 
pliances wishes to represent respon- 
sible manufacturer. Jobbing trade pre- 
ferred. Address Key 159, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 














a Lines Wanted 


WANTED—ON COMMISSION’ BASIS, 

unit heater, vapor specialty, storage 
heater of reliable manufacture for 
State of Minnesota. Address Key 155, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 








Lines to Handle 
WANTED—WE HAVE AN EXCEL- 

lent proposition for a state repre- 
Sentative to handle an old well adver- 
tised line of pumps, water systems and 
water softeners. Give experience in 
first letter. Address Key 152, ‘““‘Domes- 
tic Engineering,” 1900 Prairie Ave., 
Chicago. 











fai For Sale 


FOR SALE—WHOLESALE PLUMBING, 
heating and well known supply busi- 
ness. H. L. Claeys & Co., Warren, Mich. 


Sennen 


FOR SALE—PLUMBING AND HEAT- 

ing shop. In good live town of 5,000, 
near Chicago. Will sell cheap. Ad- 
dress Key 158, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 











STOP “(GUESSTIMATING” 


Avoid Errors and Omissions. Our 


Plumbers’ Estimate Sheets 


will SAVE Time and Money. 
100 leaves in a book—4'2x10 
1 Book, $1.25 5 Books, $5. 
via las. Parcel Post same day we get order 
LOUIS FINK & SONS CO., Printers 
Time Sheets, Job Tickets, Letter Heads, ete 
School Bldg. Laurel Springs, N. J. 
in Business Thirty Years. Noted for Quick Servics 


PLUMBERS’ BIN LABELS 


@ 12°; 


Send for samples and prices of card holders, 
bin labels ee stop valve oy and free book- 
lets: ‘‘How to Lay Out the Plumbing Shop’’ 
and *“‘How to Train the Apprentice Boys.’’ 
Haddon Bin Label Co., Haddon Heights, N. J. 






















Books for Your Trade Library » 


THE TABLE OF ESTIMATED RADIA- 

TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size 
4%4x7% in. Saves time and eliminates 
errors. Price, postpaid, $1.00. 


MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, ete. No matter how large or 
small your business, you need this 
book. Size 4%x6% inches. Over 100 
pages. Price, postpaid, $1.50. 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct percen- 
tage of profit on any contract. A book 
worth many times its cost. Size, 4%x’‘ 
$160. pages. 24 tables. Cloth. Price, 














with complete and comprehensive an- 
swers, covering everything the plumber 
should know regarding drainage and 
latest requirements in plumbing prac- 
tice. Explains technical terms, gives 
rules and tables and is fully illus- 
trated. So popular has this book be- 
come that the 12th edition has been 
published. The combined set of four 
volumes makes a complete preparation 
for Board and Health and union ex- 
aminations. Size 6x9 in. Cloth. Price 
$2.00 per volume, or $7.00 for the four 
volumes. 








JOHNSON’S HANDY MANUAL IN TWO 

volumes, one on plumbing, one on 
heating. By John W. Johnson. The 
author is a practical plumbing and 
heating man, having spent many years 
in workshops and has superintended 
the installation of plumbing and heat- 
ing systems of all descriptions. Twelve 
editions of this popular book have been 
exhausted. The thirteenth is just off 
the press. Size, 4x6%. Cloth. Price, 
$2.00 per volume. 


A PRACTICAL MANUAL OF STEAM, 

Vapor and Hot Water Heating. By 
E. R. Pierce. The latest and most com- 
plete document ever compiled covering 
the construction, operation, installa- 
tion, etc., of these types of heating. A 
real necessity in the library of the 
heating man. Contains more than 60 
heating tables and 60 illustrations, all 
up to date and helpful in the solution 
of your heating problems. Size, 56%x 
84% in., 316 pages. Cloth. Price, $3.00 
postpaid. 


STANDARD PRACTICAL PLUMBING. 

By R. M. Starbuck. An exhaustive 
treatise on ail branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
$380. 406 pages, bound in cloth. Price 


PRACTICAL STEAM AND HOT WA- 

TER HEATING AND VENTILATING. 
By Alfred G. King. This book should 
be in every steamfitter’s library. A 
strictly up-to-date work, describing 
various systems of, heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Sise, 
6x9 in. 368 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00. 


Books Sent Parcel Post Prepaid 











Domestic Engineering 
1900 Prairie Avenue, Chicago 
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Flush Valve Guide, Sectional 


Pat'd 8-26-24 





Adjustable to Any Size. 





Leader Specialty Co., Inc., 


TWO LEADERS 


With a National Reputation and many other 


exclusive items 


For the Live Wire Plumbing Jobber 


WRITE FOR PRICES 


Indianapolis, Ind. 


Closet Spud and Nipple Holder 





Handiest Internal Gripping Tool. 
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_ can adjust the Nelson Relief Valve on the job at any required 
pressure. The Nelson is the only relief valve built with an audible 
signal. When you hear the click,’ maximum pressure adjustment has 
been reached. 


You can rely on the Nelson. Its external phosphor bronze spring will 
not be affected by atmospheric conditions, such as dampness in the air. 
It cannot rust. Hence the tension will always hold and the valve will 
function in an emergency. 


With the audible signal and with rubber washers eliminated, the Nelson 


Relief Valve cannot be converted into a plug. 


Ask your jobber or write us. 


«Established 1894 


THE ST «--CK HEATER CO. 


250 Stuart Street 
BOSTON, 





Mention Domestic ENGINEERING when writing advertisers. 


June 9, 1928 
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